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APPOINTMENT OF MEDICAL OFFICERS. 

(See A. R. 1394, l:!95.) 

1. Appointments of assistant surgeons are made by the 
President, after the applicant has passed a successful exam- 
ination before ii Medical Examining Board and has been 
recommended by the Surgeon General. Permission to appear 
before the board is obtained by letter to the Secretary of War, 
which must be in the handwiiting of the api)licant, giving the 
date and place of his birth and the place and State of which 
he is a permanent resident, and inclosing certificates based on 
personal acquaintance from at least two reputable persons as 
to his citizenship, character, and habits. The candidate must 
be a citizen of the United States, Iwtweeii twenty-two and 
twenty -nine years of age, of sound health and good character, 
and a graduate of some regulai* medical college, in evidence 
of which his diploma will be submitted to the board. The 
scope of the examination will include the morals, habits, 
physical and mental qualificationH of the candidate, and his 
general aptitude for service; and the board will report un- 
favorably should it have a reasonable dcmbt in any of these 
particulars. 

2. The physical examination must be thorough, and each 
candidate will be required to certify that he labors niuler no 
mental or physical infirmity or disability which can interfere 
with the efficient discharge of any duty ichich may be required. 
Errors of refraction, when not excessive, when unaccom- 
panied by ocular disease, and when they can be corrected by 
appropriate glasses, are not causes for rejection. 

8. The mental examinations are conducted by both written 
and oral questions, upon — 

(a) The elementary branches of a common -school educa- 
tion, including arithmetic, the history and geography of the 
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United States, physics, general literature, and ancient and 
modem history. Candidates claiming special knowledge of 
the higher mathematics, ancient or mQdern languages, draw- 
ing, analytical chemistry or branches of natural science, will 
be examined in these subjects as accomplishments, and will 
receive due credit therefor according to their proficiency. 

(6) Professional branches, including anatomy, physiology, 
chemistry, hygiene, pathology and bacteriology, therapeutics 
and materia medica, surgery, practice of medicine, obstetrics, 
and the diseases of women and children. 

Examinations in medicine and surgery will also be con- 
ducted at the bedside and on the cadaver. 

Hospital training and practical experience in medicine, sur- 
gery, and obstetrics are essential. Candidates must present 
evidence that they have had at least one year's hospital ex- 
perience, or the equivalent of this in practice. 

4. To save unnecessary expense to candidates, those who so 
desire may have a preliminary physical examination and an 
examination in the elementary branches of a common-school 
education by a medical officer stationed most conveniently for 
this purpose, who will act under instructions from the Medical 
Examining Board. 

6. The merits of the candidates in each of the several 
branches, and also their relative merit as evinced by the results 
obtained from the entire examination, will be reported by the 
board, and in accordance with this report approved candidates 
will be appointed to existing vacancies, or to such as may 
occur within two years thereafter. A candidate failing in one 
examination may be allowed a second after one year, but not 
a third. 

ARMY MEDICAL SCHOOL. 

6. The Army Medical School at Washington, D. C, is gov- 
erned by special regulations, and has the following organi- 
zation : 

(1) The faculty consists of four or more professors selected 
from the senior officers of the Medical Department stationed 
in or near the city of Washington, and such associate profes- 
sors as may be required. The senior officer is president, and 
the junior, secretary of the faculty. 
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(2) The student officers are those medical officers who have 
been appointed since the last preceding term of the school, 
and snch others as may be authorized to attend. (A. R. 468. ) 

7. The course of instruction covers a period of five months, 
and is given annually at the Army Medical Museum, in Wash- 
ington, D. C. , cominencing on the first Monday of November. 
It includes lectures on and practical instruction in — 

(a) The duties of medical officers in war and peace, 
(ft) Military surgery, the care of the wounded in time of 
war, and hospital administration. 

(c) Military hygiene. 

(d) Military medicine. 

(e) Microscopy, sanitary and clinical; pathological histol- 
ogy, bacteriology, and tirlnology. 

(/) Hospital corps drill, and first aid to wounded. 

8. By permission of the Surgeon General, medical officers 
of the Army who desire to avail themselves of the ciourse of 
instriictio.i, and who are stationed in or near the city of Wash- 
ington, or who have a leave of absence which enables them 
to attend the course, may be admitted as pupils. 

9. At the termination of the course of instruction the stu- 
dent officers will be examined by the several professors, and 
their relative proficiency in each branch will l>e reported by 
the president of the faculty to the Secretary of War, through 
the Surgeon General. 

10. (a) The president of the faculty Avill Im responsible for 
the discipline of the school. 

(fe) The j^^nior x)rofessor will act as secretary, and will l)e 
responsible for all property pertaining to the school. 

(c) A faculty meeting will be held in the office of the secre- 
tary on the first Monday of each month from October to April, 
inclusive, and whenever called by the president of the fatnilty 
or the Surgeon (General. 

(d) Resolutions adopted by the faculty relating to the course 
of instruction, the purchase of books and instruments, etc., 
will be submitted to the Surgeon General for his approval. 

(e) The president of the faculty will submit to the Surgeon 
General on or before the first day of May of each year, a 
detailed report of the condition of the Army Medical School, 

21206 — 2 
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including an account of the instruction given and the profi- 
ciency of the several student officers, as shown by an examina- 
tion made by each professor at the termination of his course. 

(/) The hovu'S of instruction will be from 9 to 12 a. m., and 
from 1 to 4 p. m., daily, during the months of November, 
December, January, February, and March, inclusive, with the 
exception of Saturdays, Sundays, legal holidays, and the week 
commencing December 25. 

ig) Student officers will be required to be present during 
the hours designated, unless specially excused by the presi- 
dent of the faculty or by orders from the War Department. 

(h) When necessarily absent on account of sickness or other 
emergency, student officers will, as soon as practicable, send 
a written statement to the secretary of the faculty, explaining 
the reason for such absence. 

(i) The laboratories and library of the Army Medical School 
will be open for the use of student officers during the hours 
of instruction designated. 

(J) Student officers will be held strictly accountable for all 
instruments and apparatus issued to them for their personal 
use during the course of instruction, and for any loss or injury 
to books or apparatus belonging to the Army Medical School, 
when such loss or injury is due to carelessness or neglect. 

(&) Student officers in the Army Medical School, during the 
hours of instruction, will wear the undress uniform of their 
grade, except when engaged in laboratory work, when a black 
cambric laboratory gown may be worn. 

ASSIGNMENT OF MEDICAL OFFICERS. 

(See A. B. 73fi.) 

11. The number of medical officers assigned to duty at a 

post will, when practicable, be as follows ; For a post having 
as its garrison a full regiment, three ; for a post having as its 
garrison four companies and regimental headquarters, two; 
for a post having as its garrison less than four companies, one. 

12. The tour of duty for medical officers below the rank of 
major, at the following stations, will hereafter be two years, 
which time will be considered as equivalent to a full tour of 
duty (four years) in the military department in which the 



MANUAL FOR THB IfflDICAL DEPARTMEKT. 



11 



several statiOBS are located: Alcatraz Island, California; 
Port Brown, Texas; Fort Canby, Washington; Columbus 
Barracks, Ohio ; Fort Columbus, New York ; Fort DuChesne, 
Utah ; Camp Eagle Pass, Texas ; Fort Hamilton, New York ; 
Fort Mason, California; Fort Mcintosh, Texas; Fort Myer, 
Virginia; Fort Porter, New York; Fort Ringgold, Texas; San 
Carlos, Arizona; Port Thomas, Kentucky; Fort Trumbull, 
Connecticut; Fort Wadsworth, New York; Fort Warren, 
Massachusetts; Washington Barracks, D. C, Washington, 
D. C. ; Port Wayne, Michigan. This must not be considered 
an absolute rule, as the interests of the service may call for a 
change of station within the department or to another depart- 
ment before the regular tour of duty has expired ; and circum- 
stances may sometimes make it advisable to extend the tour 
of duty of a medical officer beyond the time specified. 

18. The Surgeon General will recommend the assignment, 
as attending surgeons in the principal medical centers of the 
United States, of medical officers who have not yet passed 
their examinations for promotion to a majority, and, so far 
as may be practicable, in the order of their seniority. These 
details will be made for one year only, in order that as many 
medical officers as possible may be enabled to avail them- 
selves of the opportunities thus offered for making themselves 
familiar with the practice of the leading physicians and sur- 
geons in this country, and of attending medical lectures, 
meetings of medical societies, etc. At the end of this tour of 
duty medical officers are required to make a detailed report 
to the Surgeon General, showing how much of their time has 
been occupied by their offi^cial duties, and to what extent 
they have availed themselves of the advantages offered for 
professional advancement. 

14. Medical officers assigned to duty as attending surgeons 
will select an office hour between the hours of 10 a. m. and 4 
p. m. , and will remain in their offices during this hour, unless 
called away by an urgent professional engagement. They 
will inform all officers on duty, and all retired officers living 
in the city, of their residence address, of their office hour, 
and of any changes made in the same ; also, of any leave of 
absmice which may be granted them, and of the address .of 
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the physician who will attend to their duties while they are 
absent. They will be careful not to allow anything to inter- 
fere with the proper performance of their duties as attending 
snrgeon and examiner of recruits. 

EXAMINATIONS FOR PROMOTION. 

15. Examinations for promotion will be made under the 
following heads: (1) Physical condition; (3) character and 
professional efficiency. 

(1) When the board finds an ofScer physically incapacitated 
for service, it will conclude the examination by finding and 
reporting the cause which, in its judgment, has produced his 
disability, and whether such disability was contracted in the 
line of duty. For the purpose of this inquiry the proceedings 
of the board will conform to those of a retiring board. 

(2) When the board finds an officer physically capable, the 
examination will proceed under the second head. Any evi- 
dence submitted as to character will be carefully considered, 
and such action will l)e taken as, in the opinion of the board, 
the case may require ; provided, that an adverse finding shall 
not be entered until the officcsr shall have been fully heard in 
his own behalf. The professional examination of officers not 
found physically disqualified will be proceeded with by writ- 
ten questions of a practical character, including the following 
topics : 

Examination of Lieutenants. —(1) First aid and trans- 
portation oi wounded ; (3) ho.spital and hospital corps admin- 
istration ; (3) Army Regulations, so far as they relate to the 
Medical Department or to the medical officer as an officer 
of the Array ; (4) general and military hygiene ; (5) recent 
progress in medicine and surgery; (6) subjects in which the 
officer may have been conditioned at his examination for 
appointment. 

Examination of Captains. — (1) Army Regulations, so far 
as they relate to the Medical Department or to the medical 
officer as an officer of the Army; (2) general and military 
hygiene ; (3) clinical medicine, and recent progress in etiology, 
pathology, and therapeutics ; (4) surgery and gynecology, in- 
cluding new operative procedures. 
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The board will report its recommendation of an officer for 

promotion in the following form: "We find that has 

the physical, moral, and professional qualifications to per- 
form efficiently all the duties of the grade to which he will 
next be eligible, and recommend him for promotion thereto. " 

The questions and answers of the written examination will 
be transmitted with the proceedings of the board. Each record 
must be signed by every member and by the recorder, and 
must show the concurrence or nonconcurrenice of each mem- 
ber in the opinion of the board. When the board fails to 
recommend a candidate for promotion, the record should 
state the cause of such failure. The proceedings will be for- 
warded to the Surgeon General for the final action of the 
Secretary of War. 

CHIEF SURGEONS OF MILITARY DEPARTMENTS. 

(See A. K. li)6, 14Cr).) 

16. Chief surgeons •dnd other medical officers, when ordered 
to make an inspection of a post, will examine the members of 
the hospital corps as to their efficiency in the ambulance and 
litter bearers' drill, and the methods of rendering first aid to 
the wounded. 

17. Chief surg'eons will keep the following record books: 
Letters received, letters sent, indorsements, juid orders. 
They will also keej) and tum over to their successors com- 
plete files of circulars, requisitions, records of medical officers, 
returns of the hospital corps, and reports received. 

DUTIES OF MEDICAL OFFICERS IN THE FIELD. 

18. The chief surgeon of a corps is held responsible for the 
proper and effective management of the medical service of 
the command. 

He should keei) a register of the medical officers and hos- 
pital corps, making assignments and issuing orders and in- 
structions with the approval of and "By order " of the Major 
General Commanding, if aiithorized to do so. He should make 
himself acquainted with the sanitary conditions affecting the 
troops, the efficiency of the field hospitals and of the ambu- 
lance companies, and should call for weekly reports of sick 
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and wounded and of the personnel and means of transporta- 
tion of the hospital corps. All reports and papers not requir- 
ing special action should be checked off and receire the stamp 
of his office before transmittal. Such papers include per- 
sonal reports of medical officers, monthly reports of sick and 
wounded, of the hospital corps and of the hospital fund, and 
sanitary reports from chief surgeons of brigades and divisions ; 
also the lists of wounded called for after an engagement. A 
copy of the action taken on all papers referred to him or for- 
warded by him should be made in an indorsement book. Such 
papers Include those relating to resignations, leave of absence 
or discharge on account of disability, requisitions for medical 
and hospital and hospital corps supplies, and all recommenda- 
tions or complaints referring to the medical service or affect- 
ing the health and well-being of the troops. Copies of orders 
and letters should be made and placed on file, and all circulars 
or orders from the Surgeon General or the Chief Surgeon of 
the Army should be published without delay to the chief 
surgeons of divisions. 

Prior to a movement, the chief surgeon should verify, by 
personal inspection, the condition of the hospitals and of the 
hospital corps companies and their trains, and shotdd make 
all the arrangements needful for the probable exigiencies of 
the campaign. He should see that the assignments by chief 
surgeons of divisions to positions on the operating staff of the 
field hospitals include the best surgical skill of each division. 
On the march he should accompany the staff and acquaint 
himself with the topography of the country; and when an 
engagement is imminent he should indicate to chief surgeons 
of divisions the localities best suited for the establishment of 
the field hospitals. He should inspect these from time to 
time, and exercise general supervision over the first-aid and 
ambulance stations and the movement of the wounded to the 
hospitals. He should also supervise the movement of sick 
and wounded to the base or general hospitals, providing 
transportation and detailing medical officers and attendants 
for their care. When absent on such duties he should leave 
a competent medical officer with the staff to represent him 
and to inform him of important changes in the military 
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conditions. The Commanding Gteneral should be kept 
informed of the work of the Medical Department, and should 
always be consulted in matters of importance. 

(a) The chief surgeon of a division supervises the medical 
and hospital corps service of the division. He should trans- 
mit official reports and papers, with, the stamp of his office if 
routine in character, or with his views indorsed thereon if the 
subject appears to call for this action. He should have fre- 
quent personal communication with the chief surgeon of the 
corps, and should endeavor to carry out the views of the latter 
on behalf of the troops. His usual position is with the staff, 
but he should make frequent visits to the division hospital 
and the ambulance company to oversee their work. He should 
detail one medical officer in rotation as officer of the day, who, 
on the march, should keep him informed of any noteworthy 
occurrence, and who, in camp, should visit each regiment of 
the division to report on its hygienic and sanitary conditions. 
Before an engagement he should see that the field hospital is 
properly established and that the operating surgeons and their 
assistants are at their i)roi)er stations. During and after the 
engagement he should siipervise the movement of the wounded 
from the ambulance stati<ms to the hospital, 

(b) The chief surgeon of a brigade -is the adviser of the 
brigade commander in all medical and sanitary questions con- 
cerning the command. He should call for a weekly (or daily, 
as may be required) report of sick and wounded from regi- 
mental surgeons and of the detailed members of the hospital 
corps on duty with them. He should forward the formal 
reports of these surgeons, and jjromulgate orders from brigade 
and higher authorities. He should keep careful watch over 
the health of the brigade, reporting in writing from time to 
time, as may be required, and consulting in emergencies with 
the chief surgeon of the division. During and after an en- 
gagement he should supervise the work at the first-aid sta- 
tions and the removal of the wounded to the ambulance 
stations, unless on account of his superior ability he has been 
assigned to duty at the operating tables, in which case a com- 
petent oflBcer should be detailed to represent him temporarily 
on the staff of the brigade. 
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(c) The regimental surgeon is, in sanitary matters, the ad- 
viser of the regimental commander. On the march and in 
camp he should examine the sick with a view to their proper 
treatment and disposition. He is responsible for any unex- 
pendable medical and hospital property issued for the use of 
the regiment. His supplies of medicines, etc. , shoxild be re- 
newed by requisition on the surgeon in charge of the hospital. 
Members of the hospital corps on duty with the division are 
detailed to duty with him. Daily, after sick call, he should 
send a morning report of sick and wounded and of the hos- 
pital corps to the regimental commander, with a duplicate to 
the chief surgeon of the brigade. He should beep, as a register 
of sick and wounded, a retained copy of the monthly report 
forwarded through the offices of chief surgeons to the Surgeon 
General ; cases treated in the division field hospital should be 
borne on this report as completed. See paragraph 148. He 
should forward monthly, or when his official station has been 
changed, a personal report on a memorandum slip. After 
every engagement a list of wounded of the command should 
be forwarded. If the regimental surgeon is, by order of the 
chief surgeon, i)laced on temporary special duty, the senior 
medical officer with the command will perform the duties of 
the regimental surgeon. During an engagement he should 
serve at the first-aid stations. 

{d) The surgeon in charge of a division hospital is respon- 
sible for the care of the sick and wounded on the march and 
in camp, and for the comfort and general welfare of the 
wounded when brought to the hospital by the ambulance 
service. He should direct the unpacking of the wagons for 
the establishment of so much of the hospital as may be neces- 
sary, and the siibsequent repacking when the march is to be 
resumed. He should superintend the admission, return to 
duty, or transfer to base hospitals, of his patients. As com- 
manding officer of the hospital corps detachment he should 
keep the accounts of the enlisted men on duty at the hospital. 
He should make timely requisition for medicines, medical and 
hospital stores, supplies and property, for the care, expendi- 
ture, and use of which he is held resi>onsible. He should sup- 
ply regimental and other medical officers of the division with 
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snch articles as may be required and are available for the 
treatment of the sick. He should send a daily report of sick 
and wounded and of the hospital corps to the chief surgeon, 
and transmit to the Surgeon General similar reports for the 
month, with a statement of the hospital fund. After an en- 
gagement he should f orwai'd list.s of wounded, and on sending 
patients to base hospitals he should furnish transfer lists to 
the senior surgeon accompanying them. Medical officers may 
be assigned to assist him in the management of the ^lospital. 
One of these should act as executive officer, aiding the surgeon 
in charge in the work of supervision, and having special 
charge of the records. Another should sni)erintend the cook- 
ing and diet of the hospital, drawing rations from the Sub- 
sistence Department, issuing them for use and keeping the 
accounts of the hospital fund. He should also have special 
charge of the hospital stores and of such articles of property 
as are connected with the cooking and serving of food. Others 
should be assigned as attending surgeons to care for the sick 
on the march and in camp, and during an engagement to look 
after the management of the wards, and to make notes of 
operative pnxiedures, deaths, and of the progress of cases, for 
subsequent report to the surgeon in charge and entry on the 
records of the hospital. 

(e) The officer in command of the ambulance company 
is charged with the care of tlie pay, clothing, and subsistence 
of his men, and is held responsible for the care of ambulances 
and other wagons, tents, horses, mules, forage, etc. His sub- 
altern officers assist him in the discharge of these duties. 
During and after an engagement he is responsible for the 
safe and speedy transportation of the wounded on litters and 
in ambulance wagons f i-oin the field to the hospital by way of 
the first-aid and ambulance stations, which latter he should 
organize. 

HOSPITAL CORPS. 

(See A. R. 1396-1411.) 

19. Application for the positions of hospital steward and 

acting hospital steward mu.st be accompanied by an affidavit 
that the applicant is not married, and should te forwarded 
through military <'hannela. 
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20. The examination for the positions of acting hospital 
steward and hospital steward will embrace the following sub- 
jects: (1) Arithmetic; (2) materia medica; (3) pharmacy ; (4) 
care of sick and ward management; (5) minor surgery and 
first aid ; (6) elementary hygiene. Proficiency in penmanship 
and orthography will be estimated from the papers submitted. 

21. The replies, certified to by the board (A. R. 1397) , as hav- 
ing been made without recourae to books, memoranda, or other 
sources of assistance, together with the report of the board, 
will be forwarded directly to the Surgeon General, in whose 
office they will be examined and marked. The examination 
for acting hospital steward and hospital steward will embrace 
the same subjects, but the questions for candidates for the 
lower grade will be less difficult and comprehensive. 

22. The board will investigate and report upon the follow- 
ing: (1) Physical condition; (3) character and habits, espe- 
cially as to the use of stimulants and narcotics ; (3) discipline 
and control of men ; (4) knowledge of regulations ; (5) nursing ; 
(6) dispensary work; (7) clerical work; (8) principles of cook- 
ing and mess management; (9) hospital corps drill; (10) 
minor surgery and first aid, including extraction of teeth. 

23. The duties of hospital stewards and acting hospital 
stewards are, under the direction of the surgeon, to look after 
and distribute hosi)ital stores and supplies ; to care for hospi- 
tal property; to compound and administer medicines; to 
supervise the preparation and serving of food ; to maintain 
discipline in hospitals and watch over their general police ; to 
prepare the required reports and returns ; to supervise the 
duties of the members of the hospital corps in hospital and 
in the field, and to perform such other duties connected with 
their positions as may, by proper authority, be required of 
them. 

24. A reexamination before first reenlistment as hospital 
steward may not be required if the surgeon of the post and 
chief surgeon state that the steward has performed his duties 
efficiently, but will be held before second reenlistment. No 
subsequent reexaminations will ordinarily be required. 
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25. Medical officers will not make enlistments or reenlist- 
ments for the hospital corps without obtaining special author- 
ity, in each case, from the Surgeon General. 

26. Slight physical defects in applicants, which, under 
existing orders, would disqualify for the line, but would not 
interfere with the full performance of the duties of a sanitary 
soldier in garrison or in tlie field, may be waived, provided 
authority therefor has been obtained from the Surgeon Gen- 
eral. Note should be made on the enlistment paper of any 
special knowledge professed by applicants, as of cooking, 
gardening, or of a trade or other useful occupation. Those 
applicants who have graduated in pharmacy, or who have 
been licensed by State boards of pharmacy, should submit 
proof thereof, by diploma or otherwise. Trained nurses, or 
those who have served as such in civil hosjntals, should pre- 
sent certificates of their training or .service. 

27. In stating "character of the soldier, in detail," on the 

descriptive list of a member of the hospital corps transferred, 
in addition to his general Character as usually given, his 
habits as to sobriety and his attention to duty will be noted, 
adding, in case of a hospital steward or acting hospital stew- 
ard his ability to command men, and in <^ase of a i^rivate his 
special qualifications as nurse, cook, etc. In noting j)hy8ical 
condition on descriptive list, any important defects will be 
mentioned. In each case of transfer from a company of 
instruction a special report of results of instruction will be 
made, on information slip, to the surgeon of the new station, 
to be forwarded through the chief surgeon to the Surgeon 
General. The following order will be used, estimating each 
item on the basis of a maximum of 10: (1) Discipline; (2) 
nursiag; (3) first aid ; (4) drill ; (5) cooking; (6) pharmacy; 
(7) clerical work; (8) field work; (9) care and management 
of animals. 

28. At posts entitled to an acting hospital steward, where 

no detail has been made, the allotment of privates may be 
temporarily increased by one private under in.struction for 
the vacant position. 
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20. Members of the hospital corps will be instructed by a 
medical officer of the post for at least eight hours in each 
month. This instruction will consist of lectures and demon- 
strations in the methods of rendering first aid to the sick and 
wounded, and of drills in the ambulance service, and as litter 
bearers, in accordance with the Drill Regulations. 

HOSPITAL CORPS IN TIME OF WAR. 

30. The provisions of Army Regulations governing the 
hospital corps so far as they are inapplicable in time of war 
and with troops in the field are suspended during the exist- 
ence of such conditions. 

(a) Enlisted men of volunteer organizations may be trans- 
ferred to the hospital corps of the Regular Army by the 
commanding general of the Army corps in which the 
soldier is serving, upon the recommendation of the chief 
surgeon of the corps. 

(b) The commander of an Army corps, or of a division 
or brigade acting independently of a corps, is charged with 
the full control of the transfer from the line, the enlistment, 
reenlistment, and discharge of members of the hospital corps 
of his command, with the detail of acting hospital stewards 
and the appointment of hospital stewards. 

(c) Acting hospital stewards will be detailed from privates 
of the hospital corps who are recommended by their medical 
officers as possessing the necessary qualifications. Hospital 
stewards will be api)ointed from acting hospital stewards 
who are recommended by their medical officers and who have 
served not less than three months in the ho.spital corps and 
are approved by a board of not less than thi*ee medical officers. 

(rf) Enlistment papers in duplicate, examination forms and 
outline-figure cards for members of the hospital corps will 
be forwarded to the Surgeon General's office, and monthly 
reports will be made by the chief surgeon of the corps, or divi- 
sion if acting independently, Kshowing the number of stew- 
ards, acting stewards, and privates on duty, the names of men 
transferred from the line, of those enlisted or reenlisted, dis- 
charged, died, detailed acting hospital steward, or appointed 
hospital steward. 
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(e) The quota of members of the hospital corps for a corps 

of 25,000 men is— 



For each regiment of infantry 

Tor each artillery battalioQ, :i light butteries — . 

For each regiment of cavalry 

F<n- (!ach coriMi headquarters 

For each division headquarters 

For each brigade headquarters 

For each division ambulance conipaay, and for the n-servo 

corps company 

For each division field hospital, and for the reserve ••orps lield 

liospital 



5-* 



1 i-- 



3 ; 1(M 



(/) The three volunteer hospital stewards mustered in 
with each regiment are included in this strength. 

{g) The corps commander may make such distribution of 
the members of the hospital corps within his command as he 
considers for the best interests of the service. 

(/i) When recruits of the hospital corps are sent to posts 
or stations, recruiting officers will forward in each case the 
descrii)tive and assignment card required by A. R. 850 for the 
line of the Ami}'. 

31. The field equipment to be carried by i)rivates of the 
hospital corps is as follows: Canteen, canteen strap, haver- 
sack, haversack strap, litter sling, waist belt, waist-l)elt plate, 
meat can, tin cup, knife, fork, spoon, hospital-corps pouch; 
when serving as orderly, a medical officer's orderly j)ouch, 
instead of the hospital-corjjs iiouch. The field equipment for 
noncommissioned oflScers is the same as for privates, with the 
exception of the litter sling and hospital-cori)s pouch. 

32. The articles heretofore carried in the knupstick or blanket 
bag, together with the overcoat, will be rolled in the i>iece of 

shelter tent supi)lied each soldier, and carried in the transpor 
tation wagon; when the soldier is mounted, and no wheel 
transportation is available, they will be carried on the saddle, 
as directed in the Drill Regulations for the Cavalry. 



33 



ItfANUAL FOR THE MEDICAL DEPARTMENT^ 



33. When detailed for service in the field dnring Indian 
wars, or when left with the sick or wounded nnder circum- 
stances which justify the expectation that their rights as 
noncombatants, under the Geneva Convention, will not be 
recognized, commanding oflacers will issue to members of the 
hospital corps revolvers or other available firearms. With 
these exceptions, no side arms will be issued to members of 
the hospital corps. 

INSTRUCTION IN FIRST AID. 

(See A. K. 1412, 1413.) 

34. Instruction in the duties of litter bearers and the meth- 
ods of rendering first aid to the sick and wounded will be 
given to all enlisted men of the Army by their company 
officers for at least four hours in each month. Company 
commanders will be supplied by the Surgeon General with 
the Drill Regulations for the Hospital Corps, and the surgeon 
of the post, under the direction of the post commander, will 
thoroughly instruct such captains as may volunteer therefor 
and all lieutenants serving with troops in the professional 
knowledge required. 

35. The instruction necessary to enable company officers to 
drill the enlisted men of their companies "in the duties of 
litter bearers and methods of rendering first aid to the sick 
and wounded " will be given chiefly by practical demonstra- 
tions, made in their presence. The prescribed drills of the 
detachment of the hospital corps will be utilized for this pur- 
pose, especial attention being given to the instruction in first 
aid. The practical demonstrations, accompanied by full ex- 
planations, should include methods of arresting hemorrhage, 
of applying the dressings contained in the first-aid packet, of 
immobilizing a fractured limb, of resuscitating those appar- 
ently drowned, etc. , and should be supplemented by lectures 
designed to convey all essential information with reference 
to the anatomy of bones and blood vessels; the causes and 
treatment of syncoi)e and of heat exhaustion ; the differential 
diagnosis and treatment of sunstroke; the rationale of the 
various measures of first aid to the sick and wounded, etc. 
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HOSPITAL MATRONS. 

(Sec A. E. 1437.) 

36. Washing for the Medical Department not done by a 
hospital matron is paid for on vouchers (Form No. 4) approved 
by the Surgeon General. 

AMBULANCE SERVICE. 

(See A. K. M14-H19.) 

37. The ambulance and hospital service of each independent 

command will be under the supervision of its chief surgeon. 
This officer should make all necessary arrangements for the 
care and transportation of the wounded, who, during an en- 
gagement, will receive attention at the following principal 
points, and in the following order: (1) with the line of battle 
under fire; (2) at the first dressing stations; (3) at the ambu- 
lance station ; (4) at the division, brigade, or field hospitals. 
He establishes the ambulance stations in the rear, and gives 
directions concerning the first dressing stations; details the 
proper number of privates of the hospital corps, acting hos- 
pital stewards, hospital stewards, and medical oflBcers for duty 
with the advance line, and for the C!are and transportation of 
the wounded between that line, the first dressing stations, 
the ambulance stations, and the hospitals. (See also para- 
graph 18 (c).) 

38. First dressing stations will be established at the place 
nearest to the combatants, where the wounded and those caring 
for them will not be unnecessarily exx)osed to fire. Ambulance 
stations will be established at some place of security in the 
rear, or in some convenient building near the field of battle. 
The hospitals will be established by the chief surgeon, after 
consultation with the commanding general. Dressing stations 
will be distinguished during the day by red-cross flags, and 
at night by red lanterns. 

HOSPITAL BUILDINGS. 

(Sec A. K. 1424-1430.) 

39. New floors in hospitals will not be painted. They may 
be finished in oil and paraffin, or oil, wax, turpentine, etc. , to 
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which coloring matter may be added if deemed necessary. 
Floors of verandas and porches should be protected by paint. 

40. When an allotment of fimds for the rei)air of a hospital 
or hospital steward's quarters has been made, the officer in 
charge will be notified of the action by letter from the Surgeon 
General, the receipt of which will be acknowledged by return 
mail. Estimates and other papers ref en-ing to a hospital must 
be prepared separately from those for a hospital steward's 
quarters. On the last day of each month, until the work is 
completed and so reported, the surgeon in charge will advise 
the Surgeon General, by information slip, of the progress 
eifected, or if none, the cause of the delay so far as he can 
ascertain it. 

41. In every post hospital a room should, if possible, be set 

aside as an operating room. Special attention should be given 
at all times to the cleanliness of this room, including its walls 
and floors, as well a.s the necessary furniture. A stout table, 
of suitable size and plain finish, that can be easily scrubbed, 
should always be in readiness. In this room should be placed 
all the instruments and dres.siiigs, anti.septics, anaesthetics and 
other appliances that may be needed in an emergency. While 
always accessible, they should be guarded from handling by 
irrespon.sible persons. The Arnold's sterilizer and the boiler 
of the kitchen stove or range aflford ready means for sterilizing 
instmments, dressings, basins, towels, etc., that may be needed 
at an operation. At large permanent posts, if no suitabl - 
room is available, plans and estimates should be forwarded f(n' 
such changes in or addition to the hospital building as will 
provide a conveniently located operating room. Provision 
should also be made for a laboratory, in \<rhich the chemical 
and bacteriological sets furnished can be conveniently arranged 
and kept always ready for use. 

ARMY AND NAVY GENERAL HOSPITAL. 

(See A. B. ir>,5.) 

43. The Army and Navy General Hospital, Hot Springs, 

Ark. , is under the direction of the Secretary of War, and is 
devoted to the treatment of the officers and enlisted men of 
the military and naval sei-vice of the United States, the 
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officers of the revenue-cutter service and of the marine-hospital 
service, and honorably discharged soldiers and sailors of the 
Regular and Volunteer Army and Navy of the United States, 
for such diseases as the waters of the Hot Springs of Arkansas 
have an established reputation in benefiting, except that cases 
of vetiereal disease will not be admitted. 

(a) Admission to this hospital is restricted to those of the 
above-named classes who require medical treatment, in the 
following order of jireference: (1) Oflftcers and enlisted men 
of the Army, the Navy, and the Marine Corps on the active 
lists, and cadets at the Military and Naval Academies; (2) 
officers and enlisted men of the Army, the Navy, and the 
Marine Corps on the retired lists ; (3) officers of the revenue- 
cutter service and of the marine-hospital service; (4) hon- 
orably discharged soldiers and sailors of the Regrdar and 
Volunteer Army and Navy of the United States may also be 
admitted by authority of the Surgeon General when there are 
vacant beds in the hospital. 

43. The organization of the hospital shall consist of one 

medical officer of the Army, who will command it, and such 
other medical officers of the Army and Navy as may be neces- 
sary, to be detailed by the Secretary of "War or the Secretary 
of the Navy, respectively ; one officer of the Quartermaster's 
Department, or of the line of the Army as an acting assistant 
quartermaster, who will also be an acting commissary of sub- 
sistence, if required, detailed by the Secretary of War ; such 
noncommissioned officers and men of the hospital cori)s as may 
be authorized by the Secretary of War ; and such civil em- 
ployees as may be necessary for the proper service of the 
hospital. 

(a) The civil employees not in the classified service will be 
apiwinted by the commanding officer, having in view their 
fitness for the service required. They will be governed by 
such rules as may b'e promulgated for the service of the hos- 
pital, and they may be discharged by the appointing officer for 
imfitness, or when their services become tinnecessary. 

44. Officers under treatment, when subsisted in the hos- 
pital, will be subject to a charge for subsistence not to exceed 
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one dollar and fifty cents per day, to be paid on the last day 
of each month, or upon leaving the hospital. 

(a) Military or naval cadets will in like manner pay a sub- 
sistence charge at the rate of one dollar per day. Such cadets 
while patients may have the privilege of the ofBcers' mess, at 
the discretion of the commanding oflScer. 

(&) Should an oflScer or cadet from any cause (as in case of 
death) fail to pay an account for subsistence when due, the 
fact will be immediately reported by the commanding officer 
to the Surgeon Gteneral of the Army, who will certify the 
fact to the Paymaster General of the Army, to the Surgeon 
General of the Navy, or to the Secretary of the Treasury, as 
the case may be, and the proper officers of the War, Navy, or 
Treasury Departments will take such steps as will promptly 
secure to the hospital payment of the amounts due. 

(c) Enlisted men on the active list while under treatment 
or on duty in the hospital will have the usual allowance of 
rations commuted at the rate of not less than thirty cents per 
day, to be paid by the proper officers of the War or Navy Depart- 
ment, uijon the receipt of monthly statements of the amounts 
due, certified by the Surgeon General of the Army. 

{(l) Enlisted men of the Army, the Navy, or the Marine 
Corps admitted to the hospital by proper authority while on 
furlough will pay for subsistence at the same rate that the 
rations of the other enlisted men are commuted. 

(e) Enlisted men of the Army, the Navy, and Hie Marine 
Corps on the retired list, and honorably discharged soldiers 
and sailors of the Regular and Volunteer Army and Navy of 
the United States irill pay for subsistence thirty cents per day. 

45. Subsistence stores for use in the officers' and enlisted 
men's messes may be purchased by the commanding officer of 
the hospital from such officers of the Subsistence Department 
as the Commissary General of Subsistence may designate. 

46. The commanding officer will account monthly to the 
Surgeon General of the Army for all money received or ex- 
pended on account of officers and enlisted men. 

47. The Surgeon General of the Army will certify monthly 
to the Surgeon General of the Navy all balances due on account 
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of subsistence furnished to enlisted men of the Navy or Marine 
Corps on the active list, and to the Commissary General of 
Subsistence of the Army all balances due on account of sub- 
sistence furnished to enlisted men of the Army on the active 
list, said men in each case being such as have been ordered to 
the hospital for duty or treatment. 

48. Authority for the admission of an officer of the Army 
on the active list will be granted on his x)ersonal application, 
through the regular military channels, to the Adjutant General 
of the Army, for a sick leave of absence, based upon a med- 
ical officer's certificate that sets forth the disalnlity for which 
treatment at this hospital is recommended, and the oijinion of 
the medical officer that such treatment will conduce to the 
more rapid recovery of the patient. Sick leave of absence to 
enter \he hospital will then be granted. 

(a) The limit of a permit to enter the hospital is fixed at 
fourteen days. 

(6) An officer's continuance in the hospital will be deter- 
mined by the commanding officer, who will from time to time 
report to the Adjutant General as to the officer's physical con- 
dition, and will express his opinion as to the l^gth of time 
required for treatment. If this is approved, the sick leave, 
if the officer has such, will be extended accordingly. Ordi- 
narily, officers on the active list will not remain longer than 
four months at the hospital, and h special report will be made 
in the case of an officer who shall be tinder treatment there 
six months. 

(e) Retired officers of the Army may make direct applica- 
tion, accompanied by a medical certificate, to the Adjutant 
General for jjermission to enter the hospital. Retired officers 
naiay leave the hospital at their discretion, but they will not 
remain in hospital longer than three months without special 
permission, based on the recommendation of the commanding 
officer. 

(d) The accommodations for enlisted men of the Army are 
allotted among the several military departments. The com- 
manding officer of the hospital will notify dej>artment com 
manders from time to time of the number of vacant beds at 
their disposal. 



28 



MANUAL, FOB THE MEDICAL DEPABTMENT. 



(c) For the admission of an enlisted man application will be 
made to the department commander by the man's immediate 
commanding officer, on the recommendation of the surgeon, 
which will accompany the application. Should the chief sur- 
geon so advise, the department commander may order the 
soldier to report to the commanding officer of the hospital for 
admission for treatment. 

49. When in his opinion it is proper, the commanding officer 
of the hospital will issue the necessary orders for the soldier 
to rejoin his company or station. Should he be a fit .subject 
for discharge for disability, or should a change of climate be 
thought necessary, the commanding officer of the hospital will 
notify the Adjutant General and make such recommendations 
as he may deem proper, when suitable orders will be issued in 
the case. 

50. In selecting cases for this hospital medical officers will 
exercise discretion, and will only recommend such as are seri- 
ous or obstinate and do not promise good results if treated at 
the post. It is not required to certify that treatment at Hot 
Spring.s is necessa?-!/ to restore health, but to establish a rea- 
sonable probability that the facilities there will materially aid 
in the rapidity and permanence of the recovery. Besides the 
transfer .sliii, an outline of the history and treatment of the 
case must accompany each patient. 

51. The transfer of venereal cases to the Army and Navy 
General Hospital, Hot Springs, Ark., is prohibited. In order 
that patients suffering from venereal diseases may not be 
permitted to enter this hospital, medical oflScers will exer- 
cise great care in their examination of each case before they 
forward requests for admission. 

SERVICE OF HOSPITALS. 

(See A. R. 1435-1449.) 

52. When a patient is transferred from the care of one 
medical officer to another, a report of the case (Form No, 26) 
will accompany him. 

63. Hospital clothing will be worn by patients only during 
their stay in hospital. Each article will be marked as hospital 
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property. When very sick soldiers are transferred from one 
hospital to another, the hospital clothing necessary for their 

comfort maybe sent vnih them, properly invoiced, and accom- 
panied by a check list, giving the names of the men in whose 
possession it is. Under the provisions of this paragraph, 
crutches and similar articles may, if necessary, be similarly 
transferred with the patient from one post or hospital to 
another. 

54. Clothing and other articles which can be immersed in 
boiling water, or a disinfecting solution, without material 
injury, should be disinfected and not destroyed by burning. 
Articles destroyed to prevent contagion must be accounted for 
by a certificate of the officer responsible, setting forth fully the 
circumstances necessitating such destruction. 

HOSPITAL FUND. 

(See A. K. MO, 12r>9, 1260, 1270.) 

55. A statement of the hospital fund and return of durable 
property in the prescribed form (Form No. 35) will be for- 
warded by the surgeon at the end of each month and when 
relieved from duty, to the chief surgeon, who ujwn examina- 
tion and approval will forward it to the Surgeon General. 

66. Chief surgeons may grant antliority for the i)urcliase of 
articles required for the use of the sick in hospital and for the 
hospital corps, when satisfied that they are i)roper charges 
against the hospital fund. In case of doubt, the request for 
authority will be referred to the Surgeon General for his action. 

67. Officers of the Medical Deiiartment will be held to a 
personal accountability for the loss of any portion of the hos- 
pital fund not deposited and locked in the cash box of the 
hospital .safe. Any change in the combination of the lock of 
the hospital safe will be immediately reported to the Siu'geon 
General. 

58. Gratuities to hospital cooks may be authorized by chief 
surgeons when the amount of the hospital fund on hand justi 
fies such an expenditure, viz : 

(a) At posts where the number of patients treated in hospital 
averages less than five daily, ten cents per day; where the 
number averages more than five daily, twenty cents per day; 
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where the number averages more than ten daily, a gratuity of 
ten cents per day may also be paid to a second cook. 

(5) A grattiity of not exceeding ten dollars may be paid from 
the hospital fund to the hospital gardener, when approved by 
the Surgeon General. 

(c) Chief surgeons will instruct the medical officers serving 
in their respective departments, when granted authority to 
pay gratuities, to quote on the statement of the hospital fund 
the date and source of such authority. 

MEDICAL ATTENDANCE, 

(See A. E. 1450-1451*.) 

59. The family of an officer will be understood to include 
his wife, minor children, and other dependent members of his 

household, including servants. 

60. If citizens residing in the neighborhood of a military 
post desire the professional attendance of an Army medical 
officer, it is regarded as not inconsistent with the requirements 
of the regulations governing the Army for such officer to ren- 
der his services, Avhen this does not interfere with the proper 
performance of his official duties. But the establishment of 
an office outside of the limits of a military post for the purpose 
of engaging in civil practice is prohibited. 

61. Civilians employed in post exchanges are held to be 
entitled to the privileges of medical and hospital attendance 
and purchase of medicines allowed civilian employees under 
A. R. 1444, 1445, 1447, and 1450. 

MEDICAL SUPPLIES. 

(See A. K. 1460, 1401.) 

62. Medical officers in charge of medical supply depots will 
purchase and distribute medical and hospital supplies. In 
cases of emergency, articles not on hand will be purchased in 
small quantities to fill duly approved requisitions, without 
waiting for the approval of the Surgeon General. 

63. Medical officers detailed as disbursing officers will pay 
a<!Counts against the Medical Department, when approved by 
the Surgeon General. Requests for funds will be sent to the 
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Surgeon General in time to prepare and forward requisitions 
for the same to the Secretary of War before the S5th day of 

each month. 

64. The Supply Table enumerates the medical supplies 
issued to the Army, and the quantities and sizes of original 
packages. The Medical Department will supply, from time 
to time, new remedies of determined therapeutic value ; but 
newly-introduced remedies, desired only for experiment, and 
such as ofiEer no manifest advantage over those already issued, 
will not be supplied. These supplies are selected for the mili- 
tary service, and it is believed that all necessary articles are 
included, and that the quantities allowed will be found suffi- 
cient under ordinary circumstances. Requests for particular 
preparations simply becaiise they are agreeable to the taste, or 
to save trouble in compounding, will not \)e approved ; nor will 
preparations of a drug be furnished when one or more practi- 
cally equivalent ones are on the Supply Table. 

REQUISITIONS. 

65. The senior medical officer of every post will make annual 
requisition for medical supplies for the year commencing Jan- 
uary 1, unless another date is fixed by the Surgeon General. 
The requisition will be made in triplicate and forwarded to 
the chief surgeon ; or, in the case of independent posts, in 
duplicate, to the Surgeon General. 

66. Chief surgeons will see that aimual requisitions do not 
call for any article not on the Supply Table, nor for quanti- 
ties in excess of those therein allowed. They will forward 
one copy to the Surgeon General, one, with their approval, 
direct to the medical sxipply depot designated by the Surgeon 
General for issue, and will retain one, 

67. Annual requisitions will be forwarded to the chief sur- 
geon within twenty days before the date at which the period 
they cover begins. They will be made only for articles that 
are, or probably will be, needed during the year ; will state 
the quantity of all articles on hand, as verified by a medical 
officer in accordance with paragraph 77, and will give the 
total number of persons entitled by regulations to medicines. 
Quantities on hand will l)c deducted from the quantities 
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allowed by the Supply Table. The quantities asked for will 
be computed on the basis of original packages. 

(a) Chief surgeons at their inspections will carefully in- 
vestigate the method of preparing requisitions, particularly 
as to the necessity for the quantities asked for, and the accu- 
racy with which the quantities on hand are stated. 

(b) Bequisitions for supplies for temporary posts or for 
those soon to be abandoned will be confined to such articles 
as are absolutely necessary. 

(c) Subposts and camps will, in the absence of orders to 
the contrary, obtain such medical supplies as may be required 
by requisition upon the senior medical officer of the post to 
which they are subsidiary, who will issue them after approval 
by the chief surgeon. 

(d) The smaller posts will not require all the articles in- 
cluded in the Supply Table, and the local prevalence or rarity 
of certain diseases, as well as the quantity or number on hand 
of each article, will be considered in the i)reparation and 
approval of requisition.s. 

68. When medical supplies are absolutely necessary before 
the annual requisition is made they will be asked for upon a 
special requisition, in triplicate, giving a list of the articles 
needed, and the quantity of each on hand, and the reasons for 
the necessity of such requisition. These will be transmitted 
through the chief surgeon, who will retain one copy and will 
forward two to the Surgeon General. 

(a) Chief surgeons will personally and carefully scrutinize 
these requisitions, and will make such changes as they may 
deem proper. 

69. In all returns, requisitions, invoices, and receipts per- 
taining to medical supplies, the nomenclature, order of entry, 
and classification of the Supply Table will be strictly followed, 
and all copies will be carefully compared. They will be for- 
warded without letters of transmittal. 

70. In cases of emergency, as sudden epidemics, not admit- 
ting of delay, chief surgeons are^uthorized to act upon special 
requisitions, forwarding one copy, with their action, to the 
nearest medical supply depot, one to the Surgeon General, 
with an indorsement stating the circumstances, and retaining 



MANUAL, FOK THE MEDICAL DEPARTMENT. 



33 



one ; but requisitions for articles not on the Sujiply Table 
must, in all cases, be forwarded to the Surgeon General for 
his action. 

(a) When, as a result of the prevalence of an epidemic, or 
for any other reason, necessary suiiplies are likely to be ex- 
hausted, timely i-equisition must be made for additional sup- 
plies. Medical oflBcers will be held accountable for any suf- 
fering which may result from tludr failure to ask for supplies 
when it is evident that they will be needed. 

TRANSFER OF MEDICAI., SUPPIJES. 

71. Officers transferring medical supplies will prepjwe in- 
voices (Form No. 18) in duplicate, one for the Surgeon Gen- 
eral and one for the receiving officer. The receiving officer 
will prepare receipts (Form No. 10) in duplicate, one for the 
issuing officer and one for the Surgeon General. The vouchers 
for the Surgeon General will be promptly forwarded after the 
transfer is completed. A packer's list (Form No. 17) will, if 
necessary, be furnished T)y tlie issuing officer. 

72. Great care should be exex-cised before receipting for 
cases of instruments, microscoiies, and other property of sim- 
ilar character not enumerated on the property papers in detail, 
to ascertain that the full contents of such cases are present and 
in good order. Incomplete cases will be receipted for as such, 
and a list of the missing instrumejits, etc., will accompany 
the receipt in order that the proper officer may be held account- 
able for the deficiency. 

(a) Receipts, without remark, for cases of instruments and 
similar property will be considei'ed as evidence that they are 
complete and in accordance with the lists of c(mtents as given 
in the Supply Table, and the receiving officer will be held re- 
sponsible in accordance therewith. 

(h) The issuing officer will enter on his invoices, and the 
receiving officer on his receipts, the condition of all articles 
not serviceable. 

73. Medical officers will report to the Surgeon General and 
to the issuing officer all defects observed in the (juality, <iuan- 
tity, or packing of medical supplies. They are re(iuested to 
freely communicate to the Surgeon General any suggestiona 
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tending to the iiniirovemeut of medical supx)lies, appliances, 
etc., arid to make repoi'ts as to new designs of apparatus, field 
equipment, etc. 

74. Medical officers will tako up and account for all medical 
property of the Army that comes into their possession, and 
will report, when possible, to whose account it is to be cred- 
ited. 

(a) Officers will l)e held responsible for the serviceable and 
complete condition of all proi)erty in their possession, excejit 
such as may have been rendered unserviceable by fair wear 
and tear. 

(b) In the absence of a medical officer the officer designated 
to take charge of medical i>roperty (A. R. 659) will sign all 
property and administrative papers. 

ACCOUNTABIIJTY. 

75. When nonexpendaI)le* articles are lost or destroyed the 
circumstances of the loss or destruction mtist be fully set forth 
in a certificate from the officer responsible for the property, 
or in a certificate of a commissioned officer cognizant of the 
facts, or, in the absence of these, in an affidavit of a noninter- 
ested person. If the evidence is considered satisfactory by 
the Surgeon General, the rosiwjnsible officer -will ho so in- 
formed and authorized to drop the articles from his returns. 
If not satisfactory, he will be required to replace them at his 
own expense. 

76. Surgical instruments and appliances that require and 
are considered worth repairing will be reported to the Surgeon 

General through the chief surgeon, with a statement of the 
repairs needed. When requisition is made to complete a 
broken or imperfect instrument or api)aratu8, the name of 
the maker will be given. InHtruiiients of different makes 
have been issued, and such information is required to insure 
the proper pattern and fit of the parts asked for. 

77. The responsible officer will cause all instruments in his 
charge to be examined by a commissioned medical officer at 
least once each month. He will also once each year cause all 



* The iiamiM of all i!xi)cndablfl articles aro printed in the Supply Table in Boman 
typo ; thoso of all nonuxpondablo articles are in italics. 
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medical i)roperty in his charge to be carefully examined by a 
commissioned medical officer, and verified by the returns, 
invoices, etc. 

KEPAIR OK FUltNlTURE. 

78. Officers will report to the Sui-geoii General such articles 
of furniture as may need and are considered worth repair or 
I'enovaticm by jjaintiiig, variiislii:i,!^, etc. This should l)e done 
by post labor, if pi-acticable, request being made for authority 
to purchase necessary material. If not jmicticable, the officer 
will obtain one or more estiiiiiiles in detail of cost of rejiair 
or renovation of such furniture, and forward thein through 
the chief surgeon for the action of the Surgeon General. 

RETUKNS OF MEDlCIAt. PKOPEKTY. 

79. Officers in charge of medical in'operty will prepare 

annually, on Dccciiiber unless luiothur dati; is fixed liy the 
Surgeon General, or when relieved from the charge thereof, 
returns of medical property (Form No. 20) in dtajdicate, show- 
ing those articles on hiuul at last return, those received, 
expended, issued, and sold, aiul those remaining on hand. 
The original of this return will be xH"omptly transmitted to 
the Surgeon General. The duplicate, with a complete set of 
vouchers, will be retained for the i)rotection of the officer 
responsible) for the property. 

(a) In excejitional <,'asi5H a certified invoice may lie offered 
by the issuing officer, in the absence of a receii)t, as a substi- 
tute for the prop(>r voucher, together with such additicmal 
evidence as he may jjossess in regard to the issue. 

(b) No interlineations or erasures will be made cm the 
returns, and all articles not jirovided for in the printed head- 
ings will be entered in proper ordt r under the heading of 
additional articles. 

(e) In invoicing or accounting for broken iiackages, such 
as bottles, jars, etc., fractions will be given as J, J. 

80. Articles issued to i)osts shall not l)e taken away by the 
officer on Ijeing relieved, nor when availing himself of a l(;ave 
of absence, except by authority of the Surgeon Genei'al or of 
a chief surgeon. 
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UNSERVICEABLE PROPERTY. 

(Suo A. K. 14C3.) 

81. Duplicate lists of unserviceable proi>erty will be 
forwarded direct to the Surgeon General. 

82. When condemned medical jn'operty is sold at public 
auction the oflScer responsible therefor will prepare an account 
of sales (Form No. 9) in duplicate. He will also prepare an 
invoice (Form No. 10) in duplicate, of the articles sold. The 
original of this account of sales, accompanied by the original 
invoice and a copy of the inventory and inspection report, will 
be sent at once to the Surgeon General ; the duplicate copies 
of each will be filed by the officer with his retained set of 
vouchers. 

83. Medical olficers receiving money from the sale of imh- 
lic i)roperty will deposit the same, without delay, in the near 
est Government depository to the credit of the Treasurer of 
the United States, taking duplicate certificates of deposit 
therefor, the original of which will be forwarded Ijy the 
depositor, without letter of transmittal, direct to the Secre- 
taiy of the Treasury, Washington, D. C, and the duplicate 
retained by him. Should it be necessary to incur any expenses 
in connection with su(;h sales they will be paid out of the 
total receipts before depositing the latter, in which case the 
exi>enses will he supported by properly i)ropai'ed and receijited 
vouchers attached to the account of sales. 

USE OF MEDICAL PROPERTY. 

84. Medical officers in charge of hospital projierty will not 
peniiit it to be used for other than hospital inu-poses. (A. R. 
1413. ) 

((«) Chief surgeons will report every Anolation of i)aragraph 
84; but it is not to l)e construed as prohibiting medical ofiScers 
from taking books and instruments from the hospital when 
necessary. 

(/>) Under no circjumstancos will hospital bedding be used 
except within the hospital to which it has been sujiplied ; nor 
will it 1)6 used by laembers of the hospital corjis, except when 
on duty in the wards. 
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(c) Hospital matrons are not entitled to liospital stores, 
except when xirescribed for them as patients ; the issue to them 
of soap or lye for lanndry use is not aiithorized. 

{il) The issue of articles for use in the preparation of clean- 
ing mixttires, cosmetics, perfumery, use with spiiit lamps, etc. , 
is strictly i)rohil)ited. 

(e) The exchange of medicines with druggists is pr®hibit(id. 

85. Blankets not in use should be frequently examined, and 
occasionally shaken and huii,tt out of doors. Wlien stained and 
soiled, but otherwise in g<K>d conditi<m, they should be washed 
and continued in service. When deemed necressary, authf)rity 
will be given to have them washed at a steam laundry, if one 
is near the post. 

86. Laundry api)li!inces will not be supplied to post hos 
pitals. Waslitubs will 1 )e fnnnshe<l f i^r the purpose of soaking 
sheets, clothing, etc. , in disinfecsting solutions. 

87. Cocoa matting, in strips 1 meter wide, is siTi)i)lied for 
use on the floors of halls, but not for use on stairways or in 
wards. It should be laid in one strip, and zinc ends will be 
issued as required, two for each strip. It should not be nailed 
to the floor. 

88. Rubl)or and flexible catheters and bougies will bo kept 
in the catheter box, using talc (French chalk) or glycerin to 

preserve theni. 

89. Pieces of canvas of the prosier size for litters will be 
issued as required to replace pieces that maj' Ixicome torn or 
unserviceable. If soiled, the tsanvsis will be removed fi'oni the 
litter, washed, and replaced. 

VACCINE VIRL'S. 

90. Requests for vaccine vims will be made direct to the 
Surgeon General by information slij). On accouiit of its liu 
bility to become inert from various causes, especially from 
heat, it will be asked for in such (luantities only as are needed 
for early use. 

niSINFF.CTANTS. 

91. The routine is.sueof disinfectants is proliibited. (A. R. 
1462.) 
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(a) Disinfectants arc issued, as are medicines, to be used by 
medical officers wbeu actually required for some specific pur- 
pose. Oliloride of limo, carbolic acid, and mercuric chloride 
are issixed by the Medical Department for use as disinfectants, 
properly so called. A solution containing 4 per cent of good 
chloride of lime, or .1 i)or cent of carbolic acid, is suitable for dis- 
infecting" the excreta of patients with cholera or typhoid fever, 
or the sputa of jjatients suffering from diphtheria, scarlet fever, 
or tiiborculosis. The floors, f uniiture, etc. , in rooms occupied 
by patients suffering from an infectious disease may be washed 
with a 3 per vent solution of carbolic a(;id, or with a solution 
of mercuric chloride of l-IOOO. Soiled bed linen, undercloth- 
ing, etc. , used by such i)atients should be immersed in one of 
the above mentioned solutions before it is sent to the laundry. 
But in the absence of any injectiom disease, these disinfecting 
agents are not required, and their expenditure for puritoses of 

■ general post sanitation is not authorized. 

(b) Sulphate of iron and other cheap antiseptics and deo- 
dorants may be used when necessary. But the necessity for 
their iise is a reproach Tipon the sanitary jxilice of a post, and 
sliould only be refpiired imder exceptional circumstances. 
Th(i alvine dischai'ges of healthy persons do not require disin- 
fection, and when prf)porly disposed of do nf>t recpiire treat- 
ment with any chemical agent whatever. If water-closets or 
earth closets are offensive, this is duo to faulty construction, 
to insufficient supply of water or dry eartli, or to neglect of 
ordinary cleanliness. The attempt to remedy such defects by 
the systematic use of anti.septies is exi)ensive and unsatisfac- 
tory in its resiilts. The same is true of foul drains, bad- 
smelling urinals, accumulations of garbage, etc. The proper 
remedy for such conditions is cleanliness and strict sanitary 
l)oli<'e. 

92. When accumulations of organic material undergoing 

decomposition can not lie reniove<l or buried they may be 
treated with an anti.septic solution, or with freshly burned 
quicklime. Quicklime is al.so a valuable disinfectant, and 
may be substituted for the more expensive cliloride of lime 
for disinfection of typlioid and cholera excreta, etc. For this 
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purpose freshly prepared milk of lime should be used, contain- 
ing about 1 part, by weight, of hydrate of lime to 8 of water. 

93. During the prevalence of an epidemic, or when there is 
reason to believe that infectioiis material has been introduced 
from any source, latrines and cessx>ools may be treated with 
milk of lime, in the proportion of 5 parts to 100 parts of the 
contents of the vault, and the daily addition of 10 parts for 100 
parts of daily increment of feces. 

STKRIIilZED miKSSINGS. 

94. Sterilized dressin;j;s wjll not be issued for post use. 
Their preparation is so simple and so well understood that 
they should be prepared as needed. First-aid packets will l>e 
reserved exclusively for field itse, excei)t those issued for 
instruction. 

FIELD APPLIANCES. 

95. Field furniture will not be used at posts, except when 
required for the instruction of men of the hospital corjjs. 

96. Medical and surgical chests will be frequently inspected 
and kept in perfect order for immediate field use. Under no 
circumstances will their contents be used at posts. 

97. In time of war every officer and enlisted man will be 
ftirnished a first-aid packet by the Medical Department. 

(a) For purx)oses of instruction first-aid packets will be 
obtained by the surgeons of i)osts, upon special recinisitions, 
and will be supplied by them to comi)any (commanders. 
The allowance for this purpose will he twenty packets for 
each company of infantry, Ijuttery of artillery, or troop of 
cavalry. The dre.ssings c<mtaincd in these packets can be 
used repeatedly for the practical instruction of officers and 
enlisted men, and after being used for this imrpf)se they should 
be rei)acked in the original form. 

(?>) First-aid jiacikets are expendable, but care should be 
exercised to prevent any unnecessary e.Kpenditure ; officers 
will be held strictly accountable for their prox)er and econom- 
ical use. 

CLINICAL TIIETIMOMKTERS. 

98. Clinical thermomet^n's are issued l)y tlw Surgeon Gen 
eral upon re<piest by information slip direct, stating tmmber 
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on hand, and accompanied by a certificate of the medical offi- 
cer in. case of breakage, giving the name of the person who 
caused snch loss and the number of the thermometer. 

METEOROLOGICAL INSTRUMENTS. 

99. Meteorological instruments are not issued by the Med- 
ical Department. When required for use at designated posts 
they will be obtained by application direct to the Chief of the 
Weather Bureau, Department of Agriculture, Washington, 
D. C. , specifying exxilicitly the kind of instruments required. 
The following will Itc issued: Maximum and minimum ther- 
mometers, rain and snow gauges, and measuring rods. When 
such instruments are broken or tinserviceable the request for 
new ones will contain a statement setting forth the circum- 
stances attending the bz'eakage, and, if a thermometer, the 
parts of the instrument will be returned to the office of the 
Weather Bureau by mail. Receipts for tliese instruments will 
l)e made out by the surgeon of the i)0st on forms forwarded 
with the instruments, and when relieved from duty at the 
station he will so notify the Chief of the Weather Bureau, in 
order that the responsibility for the property may be properly 
transferred. Meteorological instruments heretofore issued 
by the Medical Department will be borne upon the property 
returns until broken or worn out. Such as may be issued by 
the Weather Bureau Avill not be taken up (^n these retnnis. 

100. Meteorological observations will be taken and registers 
thereof kept at snch jwsts as may be designated by the Surgeon 
General, to whom a report of tlie observations (Form No. 2S)), 
which shall be a true copy of the I'egister, will be forwarded 
by the senior medical officer at the end of every month. 

WINDOW CURTAINS, SCREENS, AND BOOKCASES. 

101. When window curtains and fixtures, window and door 
screens, and iJortable bookcases are required, the requisitions 
therefor will be special, and should be accompanied by an esti- 
mate of the cost of making suitable articles at or near the post. 
Wire netting will be furnished to repair such window and 
d(X)r screens as have become unserviceable. 

(«) When the present supply of bed screens is exhausted 
no more will be i.ssued. When required, application will be 
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made to have frames constructed at tlic post, giving estimate 
of the cost ; they will not in future be covered with lioUand, 
but sheets will be placed on the screens and frequently washed. 

PRESCRIPTIONS. 
(Soe A. R. 14G1.) 

102. All i)rescriptionM will be placed on file at the hosjiital; 
those for liquors will be placed on a separate file. 

CHEMICAL AND BACTpnilOLOOlCAL SKTS. 

103. Chemical and bacteriological sets will be issued to the 
larger jwsts, and officers to whom these sets sire f uniished will 
make an anniial rei)ort on December 31, showing what use has 
been made of them. 

ABANDONMENT OP POSTS. 

104. Unless modified by .special instnictions from the Sur- 
geon General, the following general rules will be observed in 
the disposition of medical proi)erty upon the abandonment of 

a post : 

fa) Medicines, dressings, clothing, bedding, and miscella- 
neous articles in good and serviceable condition should be sent 
to other jtoats in the department. 

(h) Unserviceable proi)erty should be siibmitted to the action 
of an inspector, with a view to final disposition by sale or 
destruction. 

(c) Only such nonexpendable articles as are in perfect order, 

including recent medical works, and all instrnnicnts which can 
not be transferred to other posts without unnecessary dujdi- 
cation, should be turned into a medical sui)ply dei)ot. 

105. When a jjost is abandoned or a dt^tai^hment is broken 
up, the medical officer will report the fact to the chief surgeon, 
and after completing all current reports, will forward them to 
the Surgeon Greneral, together with the Clothing Book, Descrip- 
tive and Deposit Book, and Muster and Pay Rolls, and all 
official papers, records, and record books pertaining to the 
Medic-al Dex>artment of the post. 
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MEDICAL BOOKS AND JOUBNALS, 

106. Such new books as may be selected by the Surgeon 
General will be furnished without requisition. 

107. The library of the Surgeon General's office is intended 
for reference rather than for circulation, but books that can 
be readily replaced will be loaned to medical oflScers of the 
Army, they being held responsible for the safe rettim of the 
volumes within two weeks from the day of their receipt. In 
special cases this time may be extended. 

108. Medical journals and periodicals issued by the Surgeon 
General are to be considered as belonging to the hospital or 
station to which they are sent. They will be kept on file, and 
medical officers, on taking station, will ascertain that the files 
are complete. When a post is discontinued a list of journals 
and periodicals will be sent, through the chief surgeon, to 
the Surgeon General, who will give directions as to their 
disposition. 

ICE MACHINES. 

109. Ice machines are issued to such southern posts as are 
unable to obtain, by purchase, ice for the tise of the sick. They 
are furnished by the Medical Department to supply ice for the 
sick in hosintal, and not for the comfort or convenience of the 
garrison at large. They will be accounted for and invoiced 
in detail. 

110. Medical officers will pay special attention to the details 
of the manufacture of ice, both as to the proper management 
of the apparatus and to the financial results from the sale of 
ice, and will be held responsible for the condition of these 
machines and the results obtained. 

111. In order to provide for the maintenance of the appara- 
tus in complete running order, and to promjitly pay bills in- 
curred for repairs, a fund of at least $300 will l)e kept con- 
stantly on hand. When this fund is reduced by necessary 
expenses, such change will be made in the price at which ice 
is sold as will speedily restore it to the above minimum amount. 
The fund will be used for the following purposes only : 

(a) Running expenses proper, and repairs; fuel, when it can 
not be otherwise obtained; purchase of oil, ammonia, etc. 
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Wheii renewal of heavy parts of the apparatus is required, 
application will be made to the Surgeon General to secure 
their transportation. The jmrchase and transportation of 
ammonia in reservoirs will be paid for from the ice fund. 
Great care will be exercised to obtain such articles in time to 
allow of their shipment as freight, and not by express, and 
before the regular working of the apparatus is prevented by 
their absence. 

(?>) An engineer and one assistant is usually a sufficient force 
to run an ice machine. No fixed rate can be made as to the 
compensation of the engineer, " that l)eing regulated by cir- 
cumstivnces. 

(c) The detail, on special duty at the ice machine, of one 
enlisted man is authorized, and he may be paid a gratuity of 
not exceeding fifty cents per day. 

(d) The purchase from the ice fund of articles which may 
be bought from the lio.spital fund is i>rohibited. In oxcoi)- 
tional cases, authority for a temporary transfer of money from 
the ice fund to the hospital fund may b(i obtained by applica- 
tion to the SiH'geon General, settin*? forth fully the reasons 
for such request; but if given, the authority will not be con 
sidered as constituting a precedent for such transfers. Bills 
inourred will be filed at post as vouchers. 

(e) Payment for the delivery of ice is not considered to be a 
proper charge against the fund. If it can not be delivered in 
a garrison free of expense, it should \m issiied only when called 
for at the place of manufacture. Payment for the collection 
of bills for ice furnished is also unauthorized. 

112. The price at which ice is sold will be fixed by the 
medical officer in charge, subject to the ai>proval of the chief 
surgeon. It may vary from month to juonth, according to the 
amount of and demand upon the ice fund. 

113. After freely supplying the hosjrital, ice should, as a 
rule, be sold to comiianies, to tifficers, to the commissary of the 
post for the preservation of fresh beef, and to enlisted men and 
their families, at a certain i)rice ; to the post exchange and to 
quartermaster's employees at a somowhat higher pi'ice ; ami 
to civilians not in Gov^emment employ at a still higher price. 
The gratuitous issue of ice, except to the hospital afld to 
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patients entitled to medicines and meditsal attendance for 
whom it may be specially prescribed, in unauthorized. 

114. When the officer responsible for the fund is relieved 
from duty, its transfer will be acknowledged by receipts writ- 
ten across the face of the last statement sent to the Surgeon 
General, and of the one retained at post. The ice machine 
will be accounted for in accordance with regulations. 

ARMY MEDICAL MUSEUM. 

(Seo A. K. 11:10.) 

115. Medical officers, and otliers interested in the j^rogress 
of medic;al s(dence, are invited to forward contributions to 
the Army Medical Museum. Besides interesting medical and 
surgical specimens, the following classes of articles will be 
collected and forwarded by those medical officers who have 
opportunities for so doing: (1) Rare pathological si)ecimens 
from animals, including monstrosities ; (2) typical crania of 
Indian tribes, specimens of their arms, dress, implements, rare 
articles of their diet, medicines, etc. ; (.5) specimens of poi.son- 
ous insects and reptiles, and f)f their effects on animals. 

REPORTS AND RETURNS. 

(See A. B. 1.3Q3, 1461, 146G.) 

116. Medical officers will, on the last day of every month, 
report to the Surgeon General their stations and duties during 
the month, giving a brief resume of the service performed by 
them. They will also iiniiiediutely report any change in their 
station and duties, stating the authority therefor, with num- 
ber, date, and source of order in each case. 

117. It is not necessary to report in full every month in the 
sanitary report required by A. R. ISiKi when no change in the 
conditions has taken place since last report. A general state- 
ment under each of the headings should be madt;, with a 
reference to previous reports containing more extended infor- 
mation on the subject. But important changes in tho sani- 
tary conditions occurring during the month should be fully 
described. 

(a) If the subjects to be reported require more space than 
is provided by the blank fonn, use may be made of ordinary 
writing paper folded and transmitted as an indosure. 
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(b) It is to be observed that although these sauifeu y reports 
are valuable as ftimishing a record of conditions, changes, 
and recomiuendations, they are not always the best form 
of commtinicatiou for suggestions re(£iiiring administrative 
action. Medical officers having iiniKn-tant recommendations 
to make should invite attention to their subject in a special 
communication or reijort. 

118. The senior surgeon of each hosi)ital, post, regiment, or 
detachment will prepare and forward the following rei)orts : 

(a) Daily. — (1) Report of sick and wounded, for the com- 
manding ofBoer; (3) report of the detat;hnient of the liosirital 
coi-i)s, for the commanding officer. 

(&) Monthly. — (1) Sanitary report (Form No. 41); (3) report 
of sick and wounded (Form No. 25), which will be an exac^t 
copy of the register of patients, to be made in duplicate on the 
last day of every month, one to be sent to the chief surgeon 
and one to tlie Surgeon General; (8) return of the hospital 
corps (F(jriu No. :52), to be made in duplicate on tlie last day 
of each month, one to be sent to the chief sm'geon and one to 
the Siargenn General direct; (4) monthly statement of the 
hospital fund and return of durable property (Form No. 80), 
to be forwarded to tlie chief surgeon, who will verify its cor- 
rectness and forward it to the Surgeon General ; (5) report of 
meteorological observations (Fomi No. 2!)); (0) re'portof the 
l)liysi( al ex;uiiiuuti<m of recruits (Form No. liO); (T) report of 
station and duty ; (8) report of repairs t() hospitals and hos 
pital steward's (piarters ; (9) rei)ort of issues and sales of medi- 
cines to civilians. 

(c) Yearly. — (1) Returns of medit;al jiroperty ; (2) estimates 
for rei)airs to hospitals and hospital steward's quarters. 

{(1) Occasional. — (1) Reportof epidemic diseases ; (2) report 
of record books; (3) list of wounded ; ( t) report of deaths of 
officers; (5) report of desertions. 

(e) In the absence of a medical officer, the physician who 
renders professional service will sign pai)ers of a professional 
character, such as reiwirts of sick and wounded, surgical re- 
ports, morning sick reports, etc. 

119. On the apjjearance of the first recognized case of chol- 
era, yellow fever, or other epidemic disease at or near a military 
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post or station, the medical officer in charge will at once 
report the fact to the chief surgeon and forward a duplicate of 
his report direct to the Surgeon Genei al. Every medical officer 
in charge of cholera or yellow-fever patients will, in addition 
to the usual report of sick and wounded, render in duplicate, 
at the end of each month, a report (Form No. 27) containing a 
list of such patients, one of which lie will forward to the chief 
surgeon and the other direct to the Surgeon General. At the 
close of the ejjidemic, or of his tour of service at the place, he 
will forward, with as little delay as practicable, a history of 
the epidemic, its origin or iiui)ortation, its progress and de- 
cline, and the methods of treatment or prevention, with results ; 
also results of autopsies. 

120. Medical officers will notify local boards of health of 
any cases of yellow fever, cholera, smallpox, or other conta- 
gious diseases that may occur at their posts of duty. 

121. The death of an officer, physician under contract, or 
hospital steward, will be immediately reported by the attend 
ing surgeon or nearest medical officer, to the chief surgeon 
and the Surgeon General. 

RECORD BOOKS. 

122. The report of record books i)ertaining to the Medical 
Department (Form No. 37) vdll be forwarded wlien an officer 
is relieved from duty or when a post is abandoned. The 
Descriptive and Deposit Book, the Clothing Book, and the 
Letter -press Book will be accounted for on this report. Tlie 
Letter- press Book is not to be used as an ' official record " of 
lettersand indorsements sent. Orders, letters, letters received, 
and indorsements may be kept in separate books and substi- 
tuted for the joint Order and Letter book and Letters received 
and Indorsement book. In all record books a statement ex- 
l)lanatory of the contents will be pasted on the inside of the 
front cover. Care must be taken that signatures are made in 
these books wherever necessary. The Medical History of 
Post must be used exclusively for recording historical events 
in connection vnth the post, for the official indorsements on 
the report required by paragraph 1393, A. R., and for the 
entries specified in paragrajih 158 of this Manual. Entries 
in record books will be continuous until the books are filled; 
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the (late of commencement and of last entry to be noted on 
the report. In the column of remarks note whether or not 
each book is in use; if not, state the reason. If all record 
books are not on hand, requisition for a complete supply will 
be promptly made. 

SUPPLY DEPOTS. 

133. Medical ofBcers in charge of supply depots will prepare 
at the end of each quarter — 

(a) A return, in duplicate, of medical property (Form No. 14). 
(6) A quarterly abstract of receipts and issues (Forms Nos. 
U, 13, and 13) in duplicate. 

134. Medical officers in charge of supply depots will keep 
the following books of record, and turn them over to their 
successors: Record of letters received, of letters sent, of 
moneys received, of moneys disbursed, of orders given for 
medical stores, of articles received, of articles expended, of 
articles on hand, of requisitions, of issues, of invoices of 
packages turned over to the Quartermaster's Department, of 
contents of packages, and of employees. 

INFORMATION SLIPS. 

126. Information slips are intended for use by medical 
officers in cases where formal letters can be disi)ensed with, 
viz, personal reports of medical officers ; changes in the status 
of hospital-corps members and of hospital matrons ; requests 
for atithority for the reenlistment of acting hospital stewards 
and privates ; acknowledgements of receipt of S. G. O. cir- 
culars; re(iuests for and acknowledgements of receipt of 
blank forms, clinical thennometers, typewriter ribbons, and 
vaccine virus ; requests for special expenditures of the hospital 
fund ; acknowledgements of receipt of funds for construction 
and repair of hospitals and hospital stewards' quarters and 
monthly reports of progress of work ; exx)lanations concern- 
ing reports of sick and wounded and out-line figure cards. 
They should not be used in any case requiring action by 
another bureau. Letter forms, such as "Sir: I have the 
honor," and "Very respectfully," will not be used. Indorse- 
ments should follow in sequence in the usual form. If neither 
remark nor action is required by the chief surgeon, his 
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receiving stamp will take the place of an indorsement, to 
which may be added the words "contents noted," if deemed 
necessary. A memorandum will be entered on the stub, with 
the signature of the officer, to verify the record. 

REGISTER OF PATIENTS. 

126. The term "sick" or "wounded," applied to an officer 
or soldier treated in hospital, means that he is so disabled as 
to be unfit for all military duty ; api>lied to one treated in 
quarters, that he is jiartially disabled and unfit for all military 
duties, unless his fitness for certain duties is specifically stated 
by the medical officer. Under any of these conditions he is 
technically on the "sick report," and his name should be 
borne on the Eegister of Patients. 

127. The entries on the Eegister of Patients will be made 
day by day as the cases are admitted, and will be continuous, 
i. e., without break from day to day, moiitli to month, or year 
to year. Ordinarily there will be but one entry for each case, 
althoTxgh it may be prolonged for months. Exceptionally, 
cases which present many comiJications may have to be car- 
ried forward to current date to secure space for a satisfactory 
record ; but in all such cases the two entries should be con- 
nected by cross references. 

128. Officers or enlisted men who are excused from all or 
any jiart of their military duty, such as attendance on certain 
calls, drills, target practice, mounted duty, etc., because of 
physical disability, are to be borne upon the register until 
their cases are completed; officers and enlisted men excused 
from school duty merely, and capable of performing their 
strictly military duties, need not be so borne. A case pre- 
scribed for, but not excused from duty, will not ordinarily be 
entered on the register ; but when it is of such a character as 
to have a probable bearing on the subsequent medical history 
of the individual, or when from the exigencies of the service 
the officer or soldier continues to perform his duties, notwith- 
standing his manifest disability, it should be recorded on the 
register with a statement to that effect. When the status of 
an officer or soldier absent from his post on ordinary leave or 
furlough becomes changed to absence on account of sickness, 
his case should be entered on the register. 
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129. The cases of retired officers and enlisted men, and of 
civilians, including general prisoners, taken into hosintal for 
treatment, should be entered on the register. When the 
status of a soldier while sick in hospital becomes changed to 
civilian, the case of the soldier should be closed and a new 
entry made for the civilian. 

130. When a patient absent sick from his command is 
admitted to hospital for treatment, the surgeon in charge of 
the hoi3i)ital should notify the surgeon on whose register the 
patient is borne, and request a formal transfer of the case. 
When the i)atient leaves the said hospital as cured, trans 
f erred, etc., the record of hi.s case should be so completed; 
but if he leave the hospital uncured, or to resume a statiis of 
absent sick, the surgeon in charge of the hospital should send 
a transfer slip to the surgeon of the command to which the 
patient belongs, who should take the case up on his register. 

131 A book of transfer slips is furnished by the Surgeon 
General to meet the necessities of moving ('ommands. which, 
passing near a post, may leave their sick and wounded for 
treatment. It should be used also when cases are sent from 
one post or hospital to another, by change of station of com- 
pany, for the sake of better accommodations, for benefit of 
climate, or for observati(Hi by the chief siirgeon. The original 
slip should contain the patient's name, military description, 
date of admissicm to sick report, name of disease or injury, 
and such dcitails of tlio caso as will i)robably be of value to 
the receiving officer. It will be signed by the medical officer 
who makes the transfer, and will be forwarded with the pa- 
tient. On tiie re verse of the slip the i-eceiving officer will note 
the admission of the i)atient into hospital ; and after carefully 
recording the information thereon in the register, he will for- 
ward the slip with the next report of sick and wounded to 
the Surgeon General. In transfers to the Government Hos- 
pital for the Insane a slip containing a copy of the certificate 
that accompanied the soldier slionld l)e s(>nt to the Surgeon 
General. The duplicates of the transfer slips will be left in 
the book and will form a part of the retained records of the 
hospital or command from which the soldiers were sent. 

21205 7 
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DIBECTIONS FOB PHEPABINO THE KEGISTEB. 

132. In column I will be inscribed the patient's miinber. 
Every case of sickness, death, discharge, etc., entered on the 
register will have a number for convenience of I'eference, and 
these numbers will be consecutive, and will be carried for- 
ward indefinitely. In order that the medical history of a 
patient may be more readily traced, his last register number, 
if he has been previously on sick report at the post, should be 
entered immediately over his current number. In the excep- 
tional instances to which reference is made in i)aragraph 127, 
no change is made in the register number of the i)atient, which, 
with the name of the patient, should be entered to secure 
identification, but no further repetition of the original entry 
is necessary, as the words ' ' carried from page — " written 
after the name will sufSce to connect the record. 

138. In column II the Christian name and surname should 
be entered in full ; initial letters may be used for middle names. 

134. In colunms III, IV, and V, calling for "Rank," "Com- 
pany," and "Regiment or Corps," the usual abbreviations 
may bo employed. 

135. In column VI the age at last birthday should be en- 
tered. This entry is understood to be made on the date of 
admission. 

136. In column VII the letter W., C, or I., meaning white, 
colored, or Indian, will be entered. 

137. Column VIII provides space for the State or coimtry 
of birth. 

138. Column IX calls for the total number of years of service 
of the individual, whether continuous or not. 

139. In column X the day, month, and year of admission 
should be stated. Figures should not be used to designate 

the month. 

140. The source of admission called for in column XI is 
generally the command, but may be "from desertion, " etc. 
When patients are received from other hospitals or commands 
the name of the hospital or command should be given in each 
case, with the date of last entry on sick report when known. 
Information on transfer slips, or on field registers when used 
for this purpose, accompanying such patients, should be care- 
fully recorded. 
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141. In column XII the caixse or causes of admission should 
be stated ; the name and location of the disease ; cause, loca- 
tion, character, and severity of injury, with attendant cir- 
cumstances, date of occurrence, and nature of missile, weapon, 
or other i)roducin^ agent. It should be stated, also, whether 
the case is taken into the hospital or treated in quarters ; and 
should a case in "quarters" be subsequently taken into "hos- 
pital," or vice versa, the date of the change should be given. 
When there is more than one cause, and the disability associ- 
ated with any of them is cured before final disposition of the 
X)atient, the date of the said cure should be given. The diag- 
nosis reported on transfer slips received with patients, or on 
field registers when used for this purjwse, should also be re- 
corded. In reporting data pertaining to this column, space 
may be utilized, if deemed advisable, by spreading the infor- 
mation across the face of the columns on the left, begiiming 
in the proper space and continuing so that the statement can 
readily be followed. 

142. In recording the causes of admission medical officers 
will make use of such terms as will briefly and accurately 
describe the disease or injury, governing themselves so far as 
jjossible by the official nomenclature, paragraph 15<). In this 
connection the following points should be held in view : 

(a) Pathological lesions should be recorded rather than their 
symptoms. 

(?)) In all cases in which the cause of admission is a local 
manifestation of a gen(3ral affection, the character and locality 
of the one and the nature of the other should be stated. 

(c) Diseases due to venereal contagion, the abuse of stimu- 
lants or narcotics, or to immoral practices, should be so re- 
corded. 

(d) Distinction should be made between the venereal ulcer 
knt)wn as chancroid and the hard chancre of primary syphilis. 

(e) Distinction should also be made between infiaiumations 
of venereal and nonvenereal origin, as in cases of balanitis, 
orchitis, bubo, etc. , specifying the nature of the venereal cause 
and the causation in the nonvenereal cases. 

(/) Inflammations should bo reported as acute or chronic. 
(g) The tenn "heart diseasf^ " should not be recorded when 
the si)ecial affection can be determined. 
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(/i) 111 ljulmonary affections the lobe or lobes involved should 
be stated, as also whether the disease is confined to the right 
or left or extends to both lungs ; the complications of pleurisy 
should be particularly noted. 

(i) Deviations from the normal in cases of impairment of 
vision or hearing should be ascertained and noted. 

(j ) The exact location, variety, and cause of hernia should 
be given, and when strangulated the condition and the means 
employed for relief. 

{k) Wounds should be designated as slight or severe; inguu- 
shot wounds, the points of entrance and exit of missile and 
the parts implicated should be recorded. 

{I) Fractures should be designated as simple, comminuted, 
compound, or complicated, the chai"acter of the complications 
being stated. 

(Ht) "When erysipelas, gangi-ene, pyemia, tetanus, etc., com- 
plicate cases of injury, the lesions associated with the compli- 
cation should be carefully described. 

(«) When an injury is accidental, homicidal, suicidal, or 
judicial, it should be stated, with particulars in each instance. 

(o) In cases of old injury constituting a cause of admission, 
the condition of the injured part at the date of current admis- 
sion should be stated. If there is no record of the original 
injury in the register, the date, place, cause, and attendant 
circumstances, with the authority for tlie statements, should 
be entered ; but if the original case is already recorded a ni^te 
of its register number in column XII or XIV will suffice to 
connect the history. 

(p) Special notes should be made of cases of malingering or 
feigned diseases, and of the means employed for their detection. 

(q) When no diagnosis can be reached the fact should be 
stated, together with the conditions which prevent the recog- 
nition of the disease or injury. 

143. In column XIII the opinion of the medical officer, based 
on a full consideration of all the facts as to whether the disease 
or injury occurred in the line of duty, should be explicitly 
stated as yes or 7io. In. forming and recording this opinion 
medical officers will be guided by the following instructions : 

(a) All diseases contracted or injuries received while an offi- 
cer or soldier is in the military service of the United States 
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may be assumed to have occurred in the line of duty, unless 
the surgeon knows, first, that the disease or injury existed 
before entering the service; second, that it was contracted 
while absent from duty on furlough or without permission ; 
or, third, that it occurred in consequence of willful neglect or 
immoral conduct of the man himself. 

(b) When a soldier is disabled while on pass, or in confine- 
ment, the question of line of duty must he determined by the 
circumstances attending the incurrence of the disability, Imt 
the fact of being on pass or in confinement should be stated. 

(c) When a medical officer expresses the opinion that an 
injury occtirring during athletic sjwirts, properly indulged in, 
was received in the line of duty, the opiuicm is accepted by 
the Surgeon General as satisfactory and final. 

(d) In all cases in which the opinion is expressed by no, the 
circumstances attending the incidence of the disability, and 
on which tlui negative opinion is 1>ased, shotild stated in 
column XII, or across the face of the columns on its left, if 
space can l)e economized in that way. 

144. In column XIV, surgical operations, unusual treatment, 
complications, intercurrent disea.ses, and change of diagnosis, 
with date of change, will be noted. If an intercurrent disease 
is in no way dependent on the priiuavy affection the date of its 
occurrence should be given, and an opinion should be recorded 
as to its origination in the line of duty ; but if the complicating 
disease coexisted on admission it should be recorded in column 
XII as one of the causes of admission, and an api)roi)riate entry 
regai'ding it shoxild be made in column XIII. 

145. Column XV provides space for the record of the dis- 
position made of the completed eases, and column XVI for 
the date, day, month, and year of the final disposition. In 
column XV should also be entered the date of departure and 
return in cases of leave of absence or fnrlough. When a pa- 
tient leaves his statiim on furlough or ]eav(> of absence on 
account of sickness, his case remains incomi>leted on the reg- 
ister until his return, when lie resumes his status of present 
sick; but ifdm-inghis absence he is admitted for tr<!atn>ent 
to some other hospital or command, or the organization to 
which he belongs is as,signed to duty at some other station, 
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his case should be completed by formal transfer. On the 
other hand, if during his absence his status becomes changed 
to absent on ordinary leave or furlough, his case should be 
completed as returned to duty. 

(a) When a patient is returned to duty the entry duty will 
suffice, the cure being assumed to be comi>lete unless a state- 
ment to the contrary is entered. 

(?>) In cases of retirement or discharge by expiration of term, 
by order, sentence, or operation of law, the fact should be 
specified ; and a statement should be made of the degree of 
disability due to the complaint for which the individual was 
under treatment at the time of his removal from service, unless 
it was unquestionably not received in the line of duty. 

(c) In retirements or discharge on accotmt of wounds or dis- 
ease, the cause and the degree of disability should be recorded, 
and if the cause be some other disability than that for which 
the i)atient was admitted, it should be stated whether it orig- 
inated in the line of duty ; and in tliis instan(;e, also, when the 
opinion expressed is no, the circumstances attending the inci- 
dence of the disability and on which the negative opinion is 
based, should be recorded. In all cases of dis(;harge on cor 
tificate of disability the date of discharge as given in the 
letter of notification from the adjutant should be recorded. 

(d) In the cases of those not ripon sick report found incapac- 
itated for active service, and of those retired or discharged 
for disability, the nature of the disability, whether it origi- 
nated in the line of duty, and other facts of interest obtainable, 
together with the date of departure from post, will be entered. 

(e) The causes of deaths, and whether they originated in the 
line of duty, as also the results of autopsies, should be recorded 
in this column. 

(/) Deaths of officers and soldiers not on sick report, and of 
retired officers, ex-officers and ex-soldiers with the command, 
should also be entered with appx'opriate details and a state- 
ment as to whether the cause of death originated in the service 
and in the line of duty. 

((/) Shotild the cause of death in any case be unknown, abrief 
note of such circumstances as may throw light on the subject 



MANUAL FOR THK MEDICAL DEPARTMENT. 



55 



should be entered. In cases of suicide the cause or causes 
which led to the act should be stated. 

(h) When the disease or injury causing death or discharge 
has been aggravated by the willful and x)ersistent refusal of 
the patient to submit to such reasonable restrictions, methods 
of treatment, or surgical oi)eration8 as would, in the opinion 
of the medical officer, conduce to the cure or to tJie lessening 
of the disability, the fact should be noted. 

(z) In case of transfer to another hospital or command the 
specific destination of the i)atient, and whether for "benefit 
of climate," "observation of the chief surgeon," "change of 
station of company," etc., with the authority for the transfer, 
should be stated. 

(./ ) In cases of desertion the name, rank, crmipany, and regi- 
ment or corps of the individual should be repeated in c!olumn 
XV in connection w^ith the entry completing his case. 

Should the individual retxarn from desertion and his former 
status on sick reijort be resumed, his case will be entered on 
the current page of the register, but should the disease or 
injury for which he is taken on sick report on his retuni be 
different from that for whicsh he was formerly under treat- 
ment, he will be reported as a new case admitted from the 
command. 

146. Entries in the register will be given sufficient si)ace to 
prevent crowding or misconstruction (st;e paragraph 141 ) , and 
be plainly written. No writing will be permitted to encroach 
on the margins of the register. Corrections should be authen- 
ticated by the initials of the surgecm, who will lAtu-e his official 
signature at the foot of each page. 

FIELD REGISTER. 

147. For detached commands temporarily in the field on 
scouting expeditions, prac-.tice marches, or in summer camps, 
the blank form of ' ' Report of Comideted Cases, " sliect 2, Form 
No, 25, will be used a.s the "Field Regi.ster," the h(;adings of 
the sheets being made to i^orrespond to their extemijorized 
use. From the entries on this Field Register the I'eport of 
sick and woimded will be made ; and when all the cases hav(! 
been completed by transfer to the stations to which the troops 
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of the field command are ultimately assigned, and have been 
so reported on the final report of siok and woimded from the 
said field command, the Field Register will be forwarded to 
the Surgeon General— by the surgeon of the command, if he 
has transferred his cases by slips, or by the surgeon of the 
receiving station if the Field Register has been turned over to 
him to effect the transfer of the uncompleted cases to the per- 
manent register of his post. 

148. In time of war, medical officers on duty with such 
organizations as battalions, regiments, batteries, etc., will 
enter their cases in a register, and will make up their report 
of sick and wounded in accordance with regulations. Sep- 
arate registers should be kept and reports of sick and wounded 
made out for regular and for volunteer troops. Transfer for 
treatment or better accommodation to the division, brigade, 
or other field hospital of the command will be regarded as 
completing a case on the battalion or regimental register; 
but the sending a man for transportaticm merely will not be 
considered in the light of a transfer. In formal transfers to 
the field hospital slips need not be used, as the transfer should 
be made personally by a medical officer or noncommissioned 
officer, who should see that the executive officer of tlie hos- 
pital is furnished with all needful information for his record 
of the case. 

149. When those who are unable to march are to be sent 
from the command to some hospital other than the division, 
brigade, or other field hospital, the surgeon of the command 
will enter on his register the names, etc., of those who are 
to be sent away ; and when he has furnished a copy of this list 
to the officer who is to take charge of the sick on their journey, 
he will comi)lete their cases on his register by transfer en route 
to the hospital which is understood to be their destination. 

150. To prepare a list of wounded (see A. R, 1466), the 
medical officer will enter on his register the names of all those 
of the command who are officially known to him as having 
been killed or wounded. As a member of the battalion or 
regimental staff the medical officer cooperates with company 
commanders in providing the materials for the field report of 
killed, wounded, and missing sent by the commanding officer 
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to the Adjutant General as the official record of the losses. 
The information gathered for this purpose at the dressing 
stations in the field, and subsequently by inspection of the 
wards and registers of the field hospitals, will enable him to 
perfect his own register by completing thereon by transfer to 
the division, brigade, or other field bosjiital all those cases that 
have already been taken tip on the register of the latter, and 
retaining as uncompleted only those that remain under his 
personal (;are with the regiment "or detachment. From this 
register thus iierfected the list t)f wounded above mentioned 
will be prepared. 

151. The officer in charge of the records of a division, bri- 
gade, or other field hospital, will enter in a i)ermanent register 
the cases that are received by transfer from the medical officers 
of the command ; and from the entries thereon the report of 
sick and wounded wdll be made out in accordance with regula- 
tions. Cases will be considered completed, so far as tlie reg- 
isters of these hospitals are concerned, when the i)atients are 
transferred to any other hospital. 

152. In all cases of transfer the medical officer in charge of 
the train of sick and wounded should, if jjossible, be x^rovided 
with a nominal list of the i)atients intrusted to liis cjiro. He 
shoiald verify this list x>ersonally, or, if the train be large, by 
his subordinates ; and when arrived at his destination should 
turn it over to the medical officer of the receiving hospital. 
Should any of his cases be lost en route by death, capture.etc, 
he will note the facts on the list of transfers against each case 
so lost and report these facts and names to the Surgeon 
General. 

153. If the military conditions are such that it is impossible 

for the officer in charge of the records of the division, brigade, 
or other field hospital to furnish a list of the sick and wounded 
that are to be transferred, the medical officer in charge of the 
train should verify the number of men turned over to him, 
and have the nominal list made out while en route. Should 
he be unable to accomplish this, the names of those who seem 
to be in danger of death should be taken so as to be able, if 
the events should require it, to make rejjort to the Surgeon 
General. 
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154". The senior surgeon in charge of men sent direct from 
military commands in the field (see paragraph 149) , will report 
the losses that occur during the period of his responsibility ; 
so, also, when patients are left behind by the advance or 
retreat of a division, brigade, or other field hospital the senior 
surgeon left with them will take measures, if he has not been 
furnished with a nominal list, for the identification of his 
patients, for their subsequent transfer, and for the notification 
of losses by death or other causes. 

REPORT OF SICK AND WOUNDED. 

155. The report of sick and wotinded will be made on Form 
No. 25, sheets 1 and 2. If a hospital is opened or closed dur- 
ing the month the orders to this effect should be stated on the 
report. 

(a) In time of war only one copy of this report, see para- 
graph lis (h), is required to be made out. It should be 
forwarded from general hospitals direct to the Surgeon Gen- 
eral, and from organizations and hospitals in the field to the 
Surgeon General through the chief surgeon. 

156. If there has been no case on sick report, either remain- 
ing from last rejiort or admitted during the month, the rejiort 
of sick and wounded will nevertheless be forwarded. It will 
give the name and strength of the command, etc. , with such 
remarks as the circumstances may suggest as of interest to 
the chief surgeon or the Surgeon General. 

157. In case of the occurrence of smallpox, and the vac- 
cination of the command, the results cf the vaccination will 
be given in a special report on the measures taken for the 
suppression of the disease ; or tliey may be entered in the col- 
umn of remarks on the left of the first page of the report of 
sick and wounded in connection with the cases of vaccinia 
that have l)een treated. 

158. Medical officers will keep in the Medical History of the 
Post a record of births and marriages, and of those deaths the 
record of whii^h lias not been i)rovided for elsewhere, and will 
reiwrt concerning them in the column on the right of the 
first page of the report of sick and wounded. In cases of 
birth, there should be entered the date, the sex, and name of 
the child, and the name, vank, etc. , of the father, maiden name 
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of the mother, and whether this child is the first or second, 
etc. , resulting from the marriage. In cases of marriage, the 
date and names should he recorded with the rank or occixpa- 
tion of the man and the age andbirthi)lace of the woman. In 
cases of death, the date and cause, together with the name, 
sex, and age of the individual. 



NOMENCLATURE OF DISEASES. 

159. Diseases and injiiries reported by medical officers on 
their rei)ort of sick and wounded will hereafter classified 
in accordance with the arrangement in the following list : 

Classified List of Causes of Admission to Sicl< Reporti 

T.— INFECTIOUS niSKASES, OENKKAI. AND lOCAIi. 



Scarlet fevor. 

MenBles. 

Uiitheln. 

Variola. 

Varioloid. 

Vaccinia. 

Varicolln. 

Typlms lever. 

IntlneiiiEa. 

MiimpB. 

Wli(i(i|>in<; cough. 

T)i(ilitiit!ria. 

Typtioid fever. 

Ciiolora. 

Yellow fevor. 

(Jni«l,ir()Rj)l iial mfninRitis. 

Miilariiil fovcr, intormittcnt. 

Miiliirial fuvcr, roiuittent or oontiimc^d. 



Malarial fever, porniciouB. 

Malarial cauliexia, 

F<svi!rs of undetermined causation. 

Anthrax. 

GliiuderB. 

Erysipelas. 

S<'pti<emia. 

Klieiiniiitic lover.* 

Tctanns. 

Tubar<-nIoBi!i of ttic lunKH. 

TuhorciiIofiiH of other urKann. 

Cariinonia.* 

Sarcoma. » 

TricliinoHis. 

SjphiliR. 

Gohorrlii'a. 

GonorrlKvil opididvmitiB and orchitis, 
riiaocroid ami results. 
Other diseases el' tlilH elass. 



IiO<:AI, INKBOTIOSS WHIUH AltE A1.80 F.NTF.KF.O I'NIIEU " STltUim' BA I. AND niNCTIONAt 
mSKASES OK OUOANS." 



lienuatnpjiyti, 
Timmllilin. 
IWicariUffH, 
KiitfoearilUis^ 
PhkhUm. 
Bruuchili*, itcnle, 
Pmnwenivi, croupoua, 
PUnrifiy, afvle. 
T^ijucnU^II, acute. 
VcrilanUis, acute. 



Mnuuijilix. 
Appt-'UflicUin. 

Pj/clitif aiiif. l'[fiimi*^hrUi». 
VijMiti^. 

Ailct'iftti-, luitirt'.tn-rfnl. 

Cnrhmirle. 
HoftpHitl (/angreitfi. 
WIMlow. 



II.— DISEASES OF NIJTBITION. GENERAI.. 

Anemia. Gont. 

Ijeiicocythemia. Scurvy. 

Glycosuria. Other diseaoea of thix class. 



* Etiology not determined; probably due to imnuiitic infection. 
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lit.— STRUCTURAL AND FUNCTIONAL DISKASES OF ORGANS. 



A. D1SEA8K8 OF THE Nervous Svstkm. 



AlcoholiBtn, acute. 
AlcoholiBin, chronic. 
Delirium tremens. 
Apoplexy. 
Cerebral congcHtion. 
Chorea. 
EpiU'iisy. 
Insanity. 

Locomotor ataxia. 
Meuiiigltis. 



Myelitis. 

Narcotic poimiiing, acnte. 

Niirc(ili(: Ix>isoning, clironic or drng habtt. 

Neuritis. 

Neuralgia. 

Ncum»tlieni.i. 

Nostalgia. 

ParalyKia. 

Other ilisoJiHott of tliiK ela.s8. 



B. DlSKARES OF TIIK DiOKSTIVK SvSTF.SI. 



Corrosive anil irritant poisons, effects of. 

Disi'aacs of the salivary KlanilH ami ducts. 

Diseases of the tt^eth, gums, and alveoli. 

Diseases of the mouth and tongue. 

Tonsillitis. 

Pharyngitis. 

I'oritonitis, acntc. 

DysjMiptiia. 

Gastritis. 

Gastric ulcer and liemorrliage. 
Colic. 

Constipation. 

Tenia or other intestinal parasites, 
('liolera morlins. 



Diarrliea, acute. 

Diarrhea, chronic. 

Enteritis. 

Aptiendicitis. 

DyBent< iy, acnto. 

DysentiTy, chronic. 

llcinorrhago, intestinal. 

Fistula inano. 

Hemorrhoids. 

Biliary colic and calculi. 

.lannrlice, catarrhal. 

Hepatitis. 

IleiHitic cirrhosis. 

Other diseas(!s of this class. 



C. DiSKASES op THR ClHCUl,ATOBY SYSTEM. 



Angina pectoris. 
Cardiac irritability. 
Cardiac degeneration. 
Pericarditis. 
Kiidocarditis. 

Valvular diseasn and results. 



Throml)Osis and einlxilism. 
Anourism. 

Vari(;ese veins. 
I'tilcbitis. 

Other diseasi's of this dais. 



D. DlSKASER or THE llF.SlMKATIIKV ObiIANS. 



Larynx, diseases of. 
Coryza. 

Bronchitis, acute, 
lironeliitis, chronic. 
Bronchitis, capillary. 
Kinphysema. 
Asthma. 



Pulmonary congestion. 
Pulmonary hemorrhage. 
Pneumonia, catarrhal. 
Pnetimonia, croupous. 
Plen risy . 

Other diseases of this cInsE. 



E. Diseases of thk (jF.Niro-i^RiNARv Svstem. 



Pyelitis and pyelonephritis. 

Nephritis, actite parenchymatous. 

Nephritis, clironic {wruuchymatons. 

Kenal cirrhosis. 

Calculus, renal. 

l^alcnlus, vesical. 

Cystitis. 

Knnresis. 

Retention of urine. 
Hematuria. 



Prosfcititis. 

Prosfcitic hypertrophy. 

Urethral stricture. 

Balanitis, nongonorrhe,il. 

Paraphimosis. 

Phinictsis. 

Varicoccde. 

Hemntocele. 

Hydrocele. 

Other dist^ases of this class. 
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F. Diseases or the Lymphatic Systxii and Ductless Glands. 

Adi'ivititi. Splenic liypcrtropliy. 

Lymphanguitiii. Other disuaiira (>f this cIiihs, 

G. DiBKASKS Vt THE MUSCLCS, BONES, AMU JOINTS. 

Muscular rontiiictioii. Arthritis. 

Muscular rhuuiiiutlsm iiud myalgia. Arthritic, chronic rlioumatlc. 

Whitlow. Bunion. 

OstoitiBiind rosnltu. Synovitis. 

Periostitis. Other disou8<!« of this class. 

H. Diseases of tub Intkuument ani> Suboutaneovs t'oNNECTivE Tissuk. 

Corns and warts. Krythuniutii. 

InuVDwing nail. Psoriasis. 

Uliilblaiu. Prurigo and lichou. 

Abscess. Herpes. 

Fiu-uticle. Eczenni aud penipliigiis. 

Carhuiich!. Impetigo and acuu. 

Ulc<>r. Scuhies. 

Hospital gangroiie. Dermatophyti. 

Deruiatitis from i>oiisoiious plants. Other diseiiKus of this clasis. 

I. Diseases op Ouoans or SfbciaIj Sense. 

(a) Diwtisifs of the eye. 

Tiiils, (lisejisrs iff. Rf'tiiiitis. 

liacliryiuiil apparatus, distsases of. Snow-blindness, 

('orijtiiictivilis, acute. Asthenoiiia. 

('oiijuiictivitis, chronic. Oabiract. 

Oorneitis. Glanconm. 

Sclerotitis. .Xmanrosis. 

Choroid, diseases of. Night Mindiii^ss. 

Iritis. Otlii r UiHeases of the nye. 

(/>) hu»-iint')i of the ear, 

Disi'asi'S of extiJrnal ear. Earache. 
Oiseasi^ of tin; tvmiianum. Doiifncss, 
Disvasi^s of middle aud internal mv. 

(r) Uitieiw:^ if the 

Nasjil catavi h, elimuic. Nasiil polypus. 

Nasal heniorrliagu. 

IV.— AC(;n)KNTS AND INJUBtKS. 

A. Genkkai. iNJVniES. 

Bnriis and scalds, general. Hanging. 

Crushing. Insolation. 

Drowning. Iiightuing. 

Kxliaustion fi-oni fatigutt or exposun*. Starvation, exclusive of di8(>asc, 

Kxplosiott. Snfl'oeatiou, exclusive of di8<<4Uie. 

. Freciciug, Yeuomous bites, stings, and wounds. 
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B. Injuhies to Speciai Parts. 



AbrasionB and ItliBtcni, mechanical. 
BuriiB aiul scalds, local. 
CoinpresHioii of tlie brain. 
Cuucussion of the brain. 
Concussion of the spino. 
CoutuslonN and sprains. 
Dislocations. 

Foreign bodies, presence of. 
Fractnrc, cxclusiTo of gunshot. 
Frostbite. 
Beruia, inguinal. 



Hernia, other. 

Orchitis, from injury. 

Strain, muscular. 

Wounds, contused. 

Wounds, incised. 

Wounds, lacerated. 

Wounds, punctured. 

Wounds, gunshot. 

Secondary results of local injury. 

Other local injurie». 



Y.— UNCLASSIFIED. 



Malingering. 

Under observation, not diagnosed, or 



unknown. 

Homicide. 



Suicide. 
Self-maiming. 
Judicial oxecntion. 



160. Medical officers in recording the causes of aduiission 
to sick report will make use of this nomenclature in all cases 
for which a Kpecific title is provided. Exi)erieiice hiis whown 
that it iiic-lndes most of the causes of disability likely to o(x'ur 
in iiriuy practice. In recording cases for which a title is not 
specially provided, as, for instance, those which, in a consoli- 
dation of the statistics, would be tabulated under ' ' Diseases 
of the niouth and tongue," "Diseases of the external ear," 
etc., or thrown among "Other diseases of this class," such 
terms will be iised as will briefly and acctu*ately describe the 
disease or injury, while eouforniing as far as i)ossible to the 
nomenclature generally accepted by the profession. Medical 
officers will report in this way also when the cases are to be 
consolidated on the classified list under a generic term, as in 
certain of the diseases of the skin. 

(a) The organ or part affected should be specified when the 
name of the morbid condition fails to indicate it, as in paraly- 
sis, aneurism, ulcer, herpes, etc., as also in inflammations, as 
adenitis, osteitis, arthritis, synovitis, etc., and in localinjuries, 
as abrasions, burns, contusions, dislocations, etc. 

(6) The surgical characteristics of wounds, fractures, hemiae, 
etc., should be stated; and in cases of poisoning the name of 
the poison should be given. 
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OPERATIONS FOR HERNIA. 

161. Cases of lieniia suitable for an operation should receive 
surgical treatment. Operations for the radical ctire of hernia 
will be performed by medical officers specially designated by 
the Surgeon Gendi'al. Medical officers will report cases of 
hemia considered favorable for oi)eration to the Surgeon 
General. If the case is considered unsuitable for operation, 
the fact will be noted upon the certificate of disability. 

CERTIFICATES OF DISABILITY. 

(Si!e A. R. 140, 141, 154-157, 174, 844, 847.) 

162. Ill cases of discharge of enlisted men on surgeon's cer- 
tificate of disability, the certificate of the surgeon will be filled 
out in his own handwriting 

EXAMINATION OF RECRUITS. 

(SiK! A. 11. >t4l-848.) 

163. The luinimuiu height of a recinit is at present fixed at 
five feet four inches for all branches of the service, although 
recruiting officers are allowed to exei'ciso their discretion as to 
tbe enlistment of desirable retjruits (such as band musicians, 
school-teacherSf tailors, etc.), who may fall not move than 
one-fourth of an iiic-li below the miniinum standard of height ; 
the mamnnim height for the cavalry service is five feet ten 
inches; that for infantry and artillery is govtirned liy the 
maximum of weight, to which should be applied the rule for 
proportion in height (see par 171)). 

164. The minimum weight for all recruits is one hundred 
and twenty -five pounds, except for the cavalry, in which enlist- 
ments may be made without regai'd to a minimum weight, 
provided the chest measurement and chest mobility are satis- 
factory. The ina.rimnm for iiifiiiitry and artillery is one hun- 
dred and ninety pounds ; for cavalry and light artillery, one 
hundred and sixty-five pounds. 

165. The chest mobility, i. e., the difference between the 
measurement at insiuration and exiiiratiou, should bo at least 
two inches in men below five feet seven inches in height, and 
two and one-half inches in those above that height. 
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REENiaSTMENTS. 

166. When authorized by the War Department under A. R. 
838, clause 5, and A. R. 839, recruiting officers may reenlist 
discharged soldiers who present themselves within the pre- 
scribed limit of time, notwithstanding they may have some 
physical disqualification which would cause their rejection as 
recruits: Provided, they have no serious defect which would 
probably prevent the discharge of their duties as soldiers. In 
all such cases the defects and the fact that they existed prior 
to reenlistment will be noted on the soldier's reenlistment 
papers and examination form. 

Note. — In modifying tho Fequircmcnts for reeulistmuut, it is tho intention of tlio 
War Deportment to provide for tho coutiunauce in service of sucli faitlifiil soldiers 
as liavo incurred disaliilities during prior enlistineiits wliicli probaljly will not unfit 
them for duty in the future ; as, for example, hernia, whidi is kei»t in plaee by 
wearing a truss ; piles ; varicose veins ; certain defects of vision, as near or farsight ; 
the loss of certain Angers or toes ; mutilations by gunshot or other wounds, etc. 

MODE OF EXAMINING A REOKUIT. 

167. In passing a recruit, the examining officer is to exam- 
ine him stripped ; to see that lie lias the free use of his limbs ; 
that his chest is ample ; that his hearing, vision, and speech 
are perfect ; that he has no tumors or ulcerated or extensively 
cicatrixed legs; no rtijjture or chronic cutaneoiis affection; 
that he has not received any contusion or wound of the head 
that may impair his faculties ; that he is not a driinkard ; is not 
subject to convulsions, and has no infectious or other disorder 
that may unfit him for military service. The recruit must 
be effective, able-bodied, sober, free from disease, and of good 
character and habits. 

Note. — The leading characteristics of a good constitution arc thus cininierated 
byTripler: "A tolerably just pro[iortiou between the dilTerent parts of the trunk 
and members ; a well-shaped head, thick hair, a countenance expressive of health, 
with a lively eye; skin not too white, lips red, teotli white and in good condition ; 
voice strong, skin finn, chest well formed, belly lank, parts of generation well 
developed, limbs muscular, feet arched and of a uioJcratc length ; hands large. Tho 
gait should be sprightly ami sjiriugy, speech jfrom]>t and clear, and manner cheer- 
ful. All lank, slight, puny men, with contracted figures, whose development is, as 
it were, arrested, should be set aside. The reverse of the characteristics of a good 
constitution will indicate infirm healtli or a weakly habit of body ; loose, flabby, 
white skin ; long, cylindrical neck ; long, flat feet ; very fair complexion ; fine hail ; 
wan, sallow conntenance," etc. 
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168. The room in wliicli the examination is conducted should 
be well lighted and large enough for the men to exercise in 
walking, running, and jumping, as every organ directly 
concerned in locomotion should be subjected to insi)ection. 
Only those x^rsons who are absolutely reijuired should be 
present at the examination. 

169. The person of the recruit should be washed with soap 
and water before he is presented for inspection. It is not, 
however, believed to be good policy to enlist men who, thoiigh 
able-bodied and intelligent, ai)i)ear at recruiting stations in 
ragged or filthy dress, as the chances are such men are ti-am^js 
and vagabonds and will not make good soldiers. Men who, 
though attired in clean and resiiectable clothing, are found to 
be filthy in their i)er8on8, should be jn-omptly rejected for like 
reason. 

170. Thoroughness in the preliminary examination is as- 
sured by a methodical inquiry into the family and personal 
history of the ai)plicunt, whose rei)lies should be recorded at 
the time. For this purpose a in-inted form is futnished Ijy 
the Adjutant General (form for the physical examination of 
a recruit). The form also serves as evidtnice, should the 
recruit allege unfitness from a defect that is feigned, or be 
subsequently found unfitted for duty on account of one which 
has been concealed. 

171. The questions prescribed in this form are intended 
simply as the guide to a careful and searching examination 
into the physical history of the applicant for enlistment. If 
his replies suggest the existence of any infirmity or defect, 
special inquiry should be made concerning it, in order that 
the most complete information may be elicite<l. The (pitis- 
tions, and any others necessary to develop his fitness for the 
diities of a soldier, should be asked and the man's replies 
recorded, by the recniiting officer, before ho is strii)i)ed, after 
which the examination is x^roceeded with. 

172. In the absence of a commissioned medical officer or 
contract surgeon, recruiting officers are authorized to emx)loy 
a civilian x)hysician to make the x>hysical examination of re- 
cruits preceding enlistment required by Army Begulations. 

21205 — 9 
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173. If there is a medical officer, contract surgeon or 
civilian physician, he will make and record the physical ex- 
amination. Otherwise, the recruiting officer will perform 
this duty. In the latter event the form will remain with or 
follow the recruit until he has undergone examination by a 
physician, who will note the same upon the front fold. It 
will then be forwarded without delay to the Surgeon General, 
except as provided in paragraphs 844 and 847, A. R. 

1 74. Each peculiarity or deviation from the normal standard 
is to be noted on the form for the physical examination of a 
recruit. 

175. If a careful inspection is made and a defect is noted, 
which is not considered by the officer making the examina- 
tion to be disqualifying, he is relieved from responsibility; 
but if he passes a recriiit who has a serious defect, which is 
discernible by an ordinary layman, and enlists the man with- 
out noting the defect upon the examination fonn and the 
enlistment paper, it evidences neglect in the examination. 

176. Before recruits leave the. station for the rendezvous or 
l)0st they should be carefully reexamined and a statement to 
that effect made on the form, with a note descriptive of any 
defect which may have been discovered or contracted since 
the enlistment. 

177. A completed examination form is required for file in . 

the office of the Surgeon General in the case of every soldier 
who completes enlistment or reenlistinent by taking the oath 
(including scouts and Indians). In the case of applicants who 
do not take the oath it may be destroyed after it has served its 
purpose in the conduct of the examination. 

178. As Indian scouts are now enlisted for three years they 
will undergo the same physical examination as other enlisted 
men. The examination form will be used for this purpose, 
and, when filled up and completed, will be forwarded to the 
Surgeon General. 
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179. The following table is given for convenience of refer- 
ence: 

Tablo of Physical Proportions for Height, V/eight, and Chest Measurement. 



Ih'ight. 



Fret. 



'"'12 



(i 
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CU8ST MEASUUEMENT. 



Weight. 






At cxpiratiuu. 


Mobility. 


PouiiJs. 


Iiichus. 


Iiiuhve. 


128 


32 


2 


v.m 


32 


2 


t;!2 




2 


i;>4 


33 


2 


Ml 


33J^, 


. 2X 


lis 


•^Vi 




lf.5 


U 




1(12 


31 M 


3 


no 


31% 


3 



180. It is not iicctis.sary that the applicant should conform 
exactly to the figures iiulictited above, a variation of a few 
pounds from either side of the standard in the minimum and 
maximixm weights and of a fraction of an inch in chest meas- 
urements being pennissible if the applicant is otherwise in 
good health and desirable as a I'ecrnit. TIk^ table is given to 
show what is regarded as a fair pi-oportion, hut thi: weUjht 
iivmt iHi at leant l:iS pounds, except for cavalry, or when less 
is especially authorized by the Adjutant General. 

EXAMINATION OF CADETS AND CADET CANDIDATE!*. 

181. A deviation from tins table of physical pr()i)ortions 
may b(! made in the examination of candidates fi)r admission 
to the United States Military Academy, and for members of 
the graduating class, whenever this is deemed necessary by 
the Medical Examining Board. 

182. Medical officers will be guided by the following instruc- 
tions in examining candidates for admission to the United 
States Military Academy : 

(a) Hearing must be normal in both ears. 
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(b) Fmow, as determined by the official test types, must 
not fall below in either eye, and not below I", unless it 
can be made normal by proper glasses. 

(c) Color-blindness is not a. cause for rejection, but must 
be noted upon the form for physical examination, and the 
applicant so informed. 

(d) Accepted candidates, if between seventeen and eighteen 
years of age, should not fall below- five feet three indiies in 
height and one hundred pounds in weight ; if between eight- 
een and nineteen years, five feet three and one-half inches in 
height and one hundred and five pounds in weight ; if over 
nineteen, five feet four inches in height and one himdred and 
ten pounds in weight. 

(e) The weight, and cliest lueasureinont at expiration, 
should not fall materially below the following standard, 
which, however, is not to be considered as absolute, and 
should not be strictly adhered to in the case of active boys 
who are less than 18 years of ago •. 



(/) Csindidates will be carefully examined, while stripped, 
by the methods prescribed in the authorized manual for the 
examination of recruits, and will be rejected for any mental 
or physical defect which would constitute a cause of rejection 
in the case of a recruit, or for any apparent feebleness of 
constitiition, or cachexia. 

(gr) The result of the physical examination in each case, 
whether accepted or rejected, will bo recorded on the blank 
form furnished by the Adjutant General for this purpose and 
forwax-ded to the Surgeon GeneraL 



C'liost nicoti- 
iirumunt 
at 

uxpi ration. 



5 foot 4 inches)., 

6 foet 5iiicfioB_. 
5 feet fiinclioB,. 
5 feet 7 inches., 
o ftset 8 int^hes.. 
5 feot !) in(:li<!8., 
5 fi'ot lOinclies. 

5 feet 11 iucheu. 

6 feot 



118 
120 
122 
124 
128 
1K2 
i:i(i 
142 
148 



M2 int-hoH 
32' ^' iin lurK 
32>^ inches 
33 iiicliua 



30 inclioB 
30^.^ inches 

31 inohos 
31!/^ inches 
'^1% inches 
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OUTLDTE-FiatrKS CARD. 

183. A record of fhe marTics Tipon the person of the accepted 
recrxiit will be m.ade upon an outline-figure card. The blanks 
will be furnished by the Adjutant General. 

184. A card is required for every soldier of the Regular 
Army who completes enlistment by taking the oath, except 
scouts and Indians, whether enlisting for the first time or 
not, and whether for the line or one of the staif departments. 
The card should not l)e forwarded until the recruit is sworn 
in, and should then immediately, upon comiiletion, be sent 
direct to the Surgeon General. No letter of tranamittiil is 
required. 

185. The outlino-figiire card will be prepared and forwarded 

for fnlifitments made at military posts, by thci medii'al officer 
or the civilian physician making the medical examination ; 
for cnliHtments ma<ie at other recruiting stations, by the 
medic;al officer or the civilian physician, if there is one; 
otherwise, as follows; (1) When the recruit if< neat dircet to 
regiment, rendezvous, or 'poat, by the medical officin- who ex- 
amines the recmit uptm his arrival th(>r(^ ; (3) when, before 
joining the rcgiinent, rendezvous, or post, the recruit in dis- 
charged, is (dloived a fvrlough, or is assixpied to duty nt the 
recruiting station, by tlie enlisting officer. 

186. All indelible or permanent marks of whatsoever 
character iipon the person of the recruit, whether i)eculiar 
in themselves or not, should be recorded on the cards, viz : 
Scars (including vaccination marks) , moles, birthmarks and 
ingmentatioiis, circuiiicisicms, amputations or other losses of 
joints of fingers or toes, tattoo marks, the absence of teeth 
(designating those that are absent), and malformations or 
deviations trom the normal standard of any part of the p(>r- 
son. It is not, however, desired that the cards .shall be 
enciimhered with the record of trifling and valueless marks 
minute in size, when better marks are found in sufficient 
number. 

187. A careful and systematic search of the bfxly .should be 

made, front and rear, on each side of the medism line, sepa- 
rately, commencing at the scalp and ending at the foot. The 
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marks found will be recorded and described as indicated in 
paragraphs 207, 208, and 209. 

188. Cards sliowing less than five marks (in addition to vac 
cination scars, tattooings, loss of teeth, and deformities) can 
not be relied njMn in the effort to discover identity or to estab- 
lish it in suspected cases. Experience shows that as many as 
ten to fifteen marks may usually be found. 

189. If no marks be found upon the recruit, the fact should 
be stated upon both the front and l>ack of the card ; likewise, 
if marks are found \ipon the fi-ont and none upon the rear or 
vice versa, the entry "no marks" shoiild be made upon the 
approin'iate side of the card. 

190. The location of the mark and its characteristics, such 
as form and direction, ui)on the x^erson of the recniit, should 
be indicated on tlie corresponding part of the figure, and a solid 
line should be drawn therefrom to the description in terms 
ui)on the fly leaf opi)osite. When this descriijtion is common 
to a luimlier f)f marks it need not bo repeated for each one, 
but the lines may ct)nverge to it. Care should be taken, how- 
ever, in gi'(n-iping the descriptions on the card, that its legi- 
bility and clearness are not impaired ; lines, for instance, should 
not cross each other when it caii conveniently be avoided. 

191. The following details are called for in the description 
of marks and scars, etc., on the person of the recniit: 

(a) In the case of scars; (1) Their form or shax)e — rectilin- 
ear, curvilinear, undulating, oval, circuhir, oblong, stpiare, 
V-shai)ed, L-shai)ed, T-shaped, etc. ; (2) tlieir inclination — 
horizontal, ol)li(iue, vertical ; if curved, the direction of the 
concavity ; (S?) their api)roxiniato siz(^ in inches; (4) their char- 
acter — recent, faint, conspicuous, purple, i)uckered, or any 
other noteworthy feature; (5) their cause, if known — cuts, 
boils, burns, etc. 

(h) When scars are small and numerous, a description of 
one maybe given, followed by the words "and many others;" 
or the record may stand "numerous small scars." 

(e) In the case «>f moles, their approximate size in fractional 
parts of an inch, and whether rai.sed, flat, hairy, or hairless. 
When too small for ordinary measurement, however, the entry 
P. m. for pinhesul mole will be sufficient. 
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(({) In the case of birthmarks, their approximate size, shape, 
color, and other noteworthy features should be recorded. 

(e) Tattoo marks should invariably be noted, and in their 
description words should be designated as such, and letters 
and numerals should be legibly recorded. Appropriate de- 
tails of costume, posture, relationship to other devices, etc. , 
should be given in the case of tattooed representations of men 
and women — e. g.. Irishman in knee breeches, swallow-tail coat 
and high hat, pipe in hatband, dancing, twirling shillalah in 
right hand. Boy astride of spread eagle, U. S. flag in, updi/ted 
left hand, wordu "Young Ameriexi" below. In the case of 
devices composed of two or more figures the comiwnent figures 
should be hilly described. 

(/) When the tattooed design is indecent or obscene it is a 
cause for rejection, but the applicant should be given an oppor- 
timity to alter the design, in which event he may, if other- 
wise (jualified, be accepted. 

(g) Aminitations and losses of parts of fingers and toes 
should be noted, specifying with care the particular memlKJr 
injured and how mtich of it is gone. 

192. The following abbreviations are authorized, and will 
be understood in the sense indicated, viz : 

R. li. 111. 3iJ for rsiised hairy molo 34 "><■'' 'linucter. 

R. s. m. % for niioml smootli (fmirlcss) molo iticli in ilintnnt^tr. ^ 

F. li. 111. % for flat Iiairy molo inch in (liamotcr. 

F. s. ni. % for flat smooth molo inch in iliamctrT. 

r. ill. for all inole» |',( inch in dianiotcr or lcsn. 

L 8.1" for liiio.ir soar 1 ini li Iimi». 

0. (1. s. 2" X %" for oviil ilciirwspcl s<'!ir 2 liy % incli. 

(5. p. H. y/' (I. for circviiiir pitted scar 3 .2 iucli in dnuiietiT. 

V t" X J/y" for vacciiiutiou scar 1 liy iinii. 

Viir. for varicoi clc or varicosi> voins. 



193. (a) When the record of marks is completed, the color 

of hair and eyes should be recorded. B(it\vi't;n the (ixtr«>iiu's 
of flax-colored and black hair all shades of 1)rowu are found. 
The scale may be given as follows : 



Flax-color. 
Light lirown. 



Dark hrowii. 
Itliu'k. 

Of f»iiiy liair, iiK follows : 



Of roil hair, as follows : 
Brick rcil. 
Sandy ri'il. 



Dark gray. 

LislitKriiy, approiiching whito. 
Iron ^?ray (iuix<;(I). 



Auliurn (iiMliliKh lirnwn). 
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(?)) In determining the color of the eyes, medical and 
recrtiiting officers will make use of the standard eye colors 
issued by the Surgeon General. The number of the standard 
eye color which most nearly corresponds with the eyes under 
examination will be recorded, as — brown, 1st, 2d, etc. ; blue, 
7th, 8th, etc. Note should also be made if the color is not 
the same in both eyes ; if there is any peculiarity of pigmen- 
tation, as the presence of black or red spots in the general 
color ; and also if there is any deviation from the normal cir- 
cular form of the pupils. 

194. As the height is relied upon as a basis in comparing 

the cards of recirnits with the classified descrii)tions of former 
soldiers, and as this measurement may to a considerable 
degree be aflfected by deception on the part of the subject, 

great care in ascertaining it is specially enjoined. 

195. In the lower left-hand comer of the card ^vill be noted 
the station where it is prepared and the date of preparation. 

196. The entries on the cards will be made with durable 
black ink, and not with copying ink. 

197. Outline-figure cards are required also for soldiers dis- 
charged dishonorably or without honor. This record will be 
made from an examination of the man immediately prior to 
discharge (unless the discharge is followed by a period of con- 
finement at a military post); it will show the date and place 
of enlistment as in the case of recruit cards, and will cite the 
order for the discharge and the date upon which it is to take 
effect. When the dishonorable discharge is followed l)y a 
period of confinement at a military post, the card should be 
prepared about two weeks prior to the release of the prisoner ; 
and in addition to the dataabove retiuired, note should be made 
of the probable date of release. The card in these cases will 
immediately, upon completion, be forwarded to the Surgeon 
Genex'al. No letter of transmittal is reqiiired. 

ARTIFICIAL LIMBS. 

198. Application for an artificial limb or for its commuted 
value should bo made by the claimant direct to the Surgeon 
General, War Department, Washington, D. C. 
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BLANK FORMS. 

(Soo A. R. 1652.) 

199. The following blank forms are isstied for the use of 

the Medical Department. Requisitions will always be made 
for one year's .supply, and the req^^ired nuinter of each blank 
will be stated; 



Title. 



Invoicp of fiiuda. 
Koceipt for funds. 
Account (if funilB received. 

Viracher to alistract of disl)iirB«in(int«, aitiolcB jiurctiawid, or uorvicoH 
porformcd. 

Voucher for property roceivnd by purch.w. 
Vouclier j)iiy roll of persons omployod. 
Abstract of disbureoments. 
Account current. 

Acroiint of sales .at piitilic anctioTi of mo(li<^^! supplies. 
Invoico of modica! property wild ;it [niblic iiiirtioii. 
Abstract of modicikt piopovty roi civcd liy purcliRBc. 
Abstract of medical proixn-ty issued, sold, etc. 
Abstract of medictil propc^rty received from oflicors. 
Betum of medical projiorty rcceivwl, ifisncd, and 

remaining on hand at medical snpply de{iot. 
Requisition for medical siippUcs. 
Spiicial requisition for medical t-iipplies. 
Piicker's list of medical Kupplies. 
Invoice of medical supplies, large and Kmall. 
Receipt for medical finpplicB, largo and small. 
Return of medical property, with additional leaves. 
Voucher to alistract of disbursements (bill for medical attiuidance). 
Voucher to abstract of disbursements (medicines fnrnishiil on prenerip- 

tion). 

Contract for medical supplies. 

Bond for fulfillment of contrart. 

Report of sick and wounded, sheet 1 and sheet 2. 

Transfer book. 

liist of patients suffering from epidemic dipeases. 
8p<ici»l diet table. 
Meteorological register. 



Issued tu medical 
supply di^ptitn 
only. 
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Fonn 
No. 

30 

31 

32 

33 

34 

35 

36 

37 

3S 

30 

40 

41 

42 



Title 

Monthly report of physical oxaminatioii of recruits, 
lieturn of medical ofllcors. 
Bctom of tlic hospital eorins. 
Kenord of variations of temperntnro 

Statciriont of tho ice fund. 

Statoiiiiint of tiio hospital fund ami return of durable property, 
RequiKition for blank fomis. 
Report of record books. 
A]>iiljcation for transfer to tho hospital corps. 
Ilejiort of pnymnntB made on account of purchases and services. 
Diagram of areas of physical sign.s. . 
Montlily sanitary report. 
Ijist of wounded 

SECOIID ROOKS, KTC. 

Deaths and intcrnxMits. 
Infonnation-slip book. 
Inf<>rination-Nli|)b(><>k of deserters. 
Lettcr-prcas book. 

Medical history of po«t (with ]iriiited headings), No. I. 

Medical liistory of iio.st, No. 2. 

Mnriiing-rcimrt book. 

Mcteorobigical register. 

Order and letter iKiok. 

Bcg^istor of patients. 

Register of the ho»<pital fnnd and return of durable property. 
I{(!giKter lit pliyKical ox.aniination of recruits. 
Rosister of tlie hospital corps. 
Mailing tubes. 



GENEVA CONVENTION. 

200.— The convention between the United States, Baden, 
Switzerland, Belgium, Denmark, Spain, France, Hesse, Italy, 
Netherlands, Portugal, Prussia, Wurtembcrg, Sweden, Greece, 
Great Britain, Mecklenburg-Schwerin, Turkey, Bavaria, Aus- 
tria, Russia, Persia, Boumauia, Salvador, Montenegro, Servla, 
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Bolivia, Chili, Argentine Republic, Pern, amlJapan; witluiddi 
tional articles : For the amelioration of the wounded in armies 

in the field; concluded Ang^ust 22, 1864; acceded to by the 
President Mjirch 1, 1882; a*;cession concurred in by the Senate 
March 16, 1883; proclaimed as to the original convention, bnt 
with reserve as to the additional articles, July 26, 18S2; com- 
monly known as the Geneva Convention, is as follows: 

OraOINAL CONVENTION. 

Akticlk I. Ambulances and military hospitals shall b(i ac- 
knowledged to l)e nctater, and as such, shall Ik? protectxnl and 
re8i)ected by l)clligerent8 so long as any sick or wonnd<'d may 
be therein. 

Such neutrality shall cease if the ambulances or hospitals 
should be held by a military force. 

AiiT. 11. Persons cmpl( >ycd in liospitals and amlmlances, com- 
prising the staff for superintendence, umdical service, adminis 
tration, transport of wounded, as well as chaplains, shall par 
ticipate in the benefit of nontrality, whilst so employcnl, and so 
long as there remain any wounded to bring in or to succcn*. 

Art. Til. The iieraons designated in the preceding article 
may, even after occupation by the enemy, ccmtinue to fulfill 
their duties in the hospital or ambulance which they serve, or 
may withdraw in order to rejoin th< n-orps to which tlicy 1 )elong. 

Under such circumstances, when these i»ersons shall cease 
from their fimctions, they shall bo delivered by the occupying 
anny to the oiiti)osts of the eui;my. 

Art. IV. As the e<iuipment of military hospitals nmairis 
subject to the laws of war, ijerscma attached to such liospitals 
can not, in withdrawing, (;arry away any articles Imt such as 
arc their xirivate iirojwrty. 

Under the same circnmstances an amlmlance shall, on the 
contrary, retain its equipment. 

Art. V. Inhabitants of the country who may bring help to 
the wound(Hl shall bo resi>(x;ted, and sliall rtnnain fre<\ Th(* 
generals of the Ixdligerent powers shall make it their cai'e to 
inform the inhabitants of the aiipfial addressfvl to their human 
ity, and of the neutrality which will be tlx! (•onse(inenc(M>f it. 
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Any wounded man entertained and taken caro of in a house 
shall be considered as a protection thereto. Any inhabitant 
who shall have entertained wounded men in his house shall be 
exempted from the quartering of troops, as well as from a iiart 
of the contributions of war which may be imposed. 

Art. VI. Wounded or sick soldiers shall be entertained and 
taken care of, to whatever nation they may belong. 

Commanders in chief shall have the power to deliver imme- 
diately to the outposts of the enemy soldiers who have been 
wounded in an engapfement, when circumstances i)ernnt this 
to be done, and with the consent of both parties. 

Those who are recognisKMl, after their wounds arc healed, as 
incaiiable of serving, shall be sent back to their country. 

The others may also be sent back, on condition of not again 
bearing arms during the continuance of the war. 

Evacuations, together with the persons under whose direc- 
tions they take place, shall be protected by an absolute neu- 
trality. 

Art. VII. A distinctive and uniform flag shall be ad<)X)ted 

for hospital.s, ambulances, aiul ovac^uations. It must, on every 
occasion, be accomi)anied by the national flag. An arm badge 
(brassard) shall also be allowed for individuals neutralized, 
but the delivery thereof shall be left to military authority. 

The flag and the arm badge shall bear a red cross on a white 
ground. 

Art. VIII. The details of execution of the present conven- 
tion shall be regulated by the commanders in chief of belliger- 
ent armies, according to the instnictions of their respective 
governments, and in conformity with the general principles 
laid down in this convention. 

ADDITIONAr. ARTICLES. 

ABTictiE I. The persons designated in Article IT of the Con- 
vention shall, after the occupation by the enemy, continue to 
fulfill their duties, according to their wants, to the sick and 
wounded in the ambulance or the hosiiital which they serve. 
When they re(iuest to withdraw, the commander of the occu- 
pying troops shall fix the tim<! of departure, which he shall 
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only be allowed to delay for a short time in case of military 
necessity. 

Art. II. Arrangements will have to be made by the bellig- 
erent powers to insure to tlie neutralized person, fallen into 
the hands of the army of the enemy, the entire enjoyment of 
his salary. 

Aet. III. Under the conditions provided for in Articles I 
and IV of the Convention, the^name "amlralance " applies to 
field hospitals and other temporary establishments, which fol- 
low the troops on the field of battle to receive the sick and 
wounded. 

AuT. IV. In conformity with the spirit of Article V of the 
Convention, and to the reservations contained in the protocol 
of 1864, it is explained that for the appointment of the charges 
relative to the quartering of trooi)S, and of the contribiitions 
of war, account oidy shall be taken in an ecpxitable manner of 
the charitable zeal displayed by the inhabitants. 

Akt. V. In addition to Article VI of the Convention, it is 
stipulated that, with the reservation of oliieers whose detention 
might be important to the fate of arms and within the limits 
fixed by the second paragraph of that article, the wounded 
fallen into the hands of the enemy sliall he sent hack to their 
coimtry, after they are cured, or sooner if possible, on condi- 
tion, nevertheless, of not again bearing arms during the con- 
tinuance of the war. 

[AvHdc.t i'o I teeming the. Marine.] 

Akt. VI. The boats whi(;li, at thinr own risk and peril, dur- 
ing and after an engagement pick up the shipwrecked or 
wounded, or which liaving picked them up, convey them on 
board a neutral or hospital ship, shall enjoy, until the accom- 
plishment of their mission, the character of neutrality, as far 
as the circumstances of the (sngageiuent and the jwsition of 
the sliijis engaged will permit. 

The appreciation of these circumstances is intrusted to the 
humanity of all the combatants. Tlie wrecked and wounded 
thus picked up and saved must not serve again during the 
continuance of the war. 
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Akt. VII. The religions, medical, and hospital staff of any 
cai)tured vessel are declared neutral, and, on leaving the shix), 
may remove the articles and surgical instruments which are 
their private jiroporty. 

Art. VIII. Thestaff designated in the preceding article must 
continue to fulfill their functions in the captured ship, assist- 
ing in the removal of the wounded loade by the victorious 
party ; they will then be at liberty to return to their coiintry, 
in conformity with the seconfl i)aragraph of the first addi- 
tional artic e. 

The stipulations of the second additional article are appli- 
cable to the pay and allowance of the staff. 

Akt. IX. The military h()si)ital ships remain under martial 
law in all that concerns their stores; they become the ijroi)erty 
of the captor, but the latter must not divert tliem from their 
si)ecia] aitpropriation during the c(Hitiiiuance of the war. 

Art. X. Any merchant ship, to whatever nation she may 
belong, charged exclusively with removal of sick and wounded, 
ispi'otected by neutrality ; but thciii(;re fact, noted on the shiij's 
books, of the vessel having been visited by an enemy's cruiser, 
renders the sick and wounded incapable of serving during the 
continuance of the war. The cruiser shall even have the right 
of putting on board an officer in order to accompany the con- 
voy, and thus verify the good faith of the operation. 

If the merchant ship also carries a cargo, lu»r neutrality will 
still protec-t it, provided that .such cargo is not of a nature to 
be confiscated by the belligerents. 

The belligerents retain the right to interdict neutralized ves- 
8<3ls from all communication, and from any course which they 
may deem prejudicial to the secrecy of their oiierations. In 
urgtjnt cases special conventions may bo entered into between 
commanders in chief, in (jrder to neutralize temporaiily and in 
a special manner the vessels intended for the removal of the 
sick and wounded. 

Akt. XI. Wounded or sick sailors and soldiers, when em- 
barked, to whatever nation they may belong, shall be protected 
and taken care of by their captors. 
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Their rettxm to their ovm country is subject to the provisions 
of Article VI of the Convention, and of the additional Article V. 

Art. XII. The distinctive flag to be used with the national 
flag, in order to indicate any vessel or boat wliich may claim 
the benefits of neutrality, in virtue of the principles of this 
Convention, is a white flag with a red cross. The belligerents 
may exercise in this respect any mode of verification which 
they may deem necessary. 

Military hospital ships shall be distinguished by being jiainted 
white outside, with green strake. 

Art. XIII. The hospitfil ships whic'-h are ociuippiHl at the 
expense of the aid societies, recognized by the governments 
signing this Convention, and which are furnished with ii com- 
mission emanating from the sovereign, who shall have given 
exjiress authority for their being fitted out, and with a certifi- 
cate from the i)roper naval authority that they havt) btien placed 
under his control during their fitting out and on their final 
dei)arture, and that they were then appropriatt^l solely to the 
purpose of their mission, shall be coTisiderud neutral, as well 
as the whole of their staff. They shall be recognized and pro- 
tected by the l)elligerent8. 

They shall make themselves known by hoisting, together 
with their national flag, the white flag with a red eross. The 
distinctive mark of their statt", while performing their duties, 
shall be an armlet of the same cohn's. The outer painting of 
these hospital ships shall Ije white, with red strake. 

These ships shall bear aid and assistance to the wounded 
and wi"ecked belligerents, withoiat distinction of naticniality. 

They must take cai'e not to interfere in any way with th(! 
movements of the combatants. During and ul'ter the battle 
they must do their dxity at their ovn\ risk and peril. 

Tlie belligerents shall have the right of controlling and visit 
ing them ; they will bo at liberty to refuse their assistani-o, to 
order them to depart, and to detain them if the exigencies of 
the case rojuire such a step. 

Tlie w^ounded and wrecked picked uj) by those ships (;an not 
be reclaimed by either of the (•()ni])atants, and they will bo 
required not to sei-ve during the continuance of the war. 
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Art. XIV, In naval wars any strong presumption that 
either belligerent takes advantage of the benefits of neutrality, 
with any other view than the interest of the sick and wounded, 
gives to the other belligerent, until proof to the contrary, the 
right of suspending the Convention, as regards such belligerent. 

Should this presumption become a certainty, notice may be 
given to such belligerent tliat the Convention is suspended 
with regard to him during the whole continuance of the war. 

Art. XV. The present Act shall be drawn up in a single 
original copy, which shall be deposited in the archives of the 
Swiss Confederation. 

The additional articles have been acceded- to by the United 
States, and signed on behalf of Great Britain, Austria, Baden, 
Bavaria, Belgium, Denmark, France, Netherlands, Nortli Ger- 
many, Sweden and Norway, Switzerland, Turkey, and Wur- 
temberg, but will not acquire full force and effect as an inter- 
national treaty until the exchange of the ratificaticms thereof 
between the several contracting states shall have been eif ected. 



201. 



SUPPLY TABLE, 



Fi'actioii» uf inoro tlinii 5() will bo (xxiiiidortHi hh an lulflitioual liiindrcd iu coni- 
]>iiting thu population of a post, and Huppliou mtiy bii n^quirod for !ici;<ir(lifigly. 



Articles. 



Medicines, 

Acacia (pulvis), in 600-gm. bottlns Ixitts, 

Acotauilidiim, in 125-gni. bottlox lxitt«_ 

Aoidiim aceticuni, in 2&0-C. c. bottles l>ott.s_ 

Acidiim arsi'uusuni, l-mgin. t!iblet8(125 iu bott.), 

for field u«u only Imitx 

Acidnm boricuni (pulvis), in 250-gm. tM)ttIci< bott^^ 

Acidum buricuin, 32i-uigm. tablet8*(r25 in bott.), 

for flold UHO only txittK. 

Acidiini carbolicuin, in 250-j5iii. bottlen l»otts_ 

Acidiitn <;itricuin, in 250-gin, bottles bott?^_ 

Acidnm gallicnni, in 25-gni. bottles liotts . 

Acidum hydrochloricuni, in 250-c. r. jr. s. bottles. bottK_ 
Acidum liydrocyanicum dilutum, in 25-c.c.g.8. 

bottles botts. 

.\ciduin lacticum, in 25-c. c. g. s. liottles botts- 

Acidum iiitricnm, in 250-o. c. g. s. bottles botts_ 

Acidum phosphoriuum dilutum, iu 2aO-c. c. g. a. 

buttl«8...^..^..........._...._~. botts 



Allowanci) for pfwts having 
oHlcial pojiulatiou of — 
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Articlea. 



Allowance for posts having 
official population of— 



1 
'2 
'2 
2 
1 

20 
1 
2 

10 
2 
1 
2 

] 
2 

X 
1 
1 
2 
2 
2 
1 
2 



Medicines — Continued. 

Acidnm Ballcylicum, in 250-gm. bottles botts, 1 

Actdum BuIphQTicum, in 2f)0-c, c. g. n. bottler botts. 1 

Acidnm Rnlpfaaricnin aromaticnm, in 250-c. c. 

g. s. bottles bfitts. 

Acidnm tannicum, in 25-gm. bottles botts_ 

Acidnm tartaricum, in 250-gm, bottles bottti, 

Aconiti tinctura, in 50-c. c. bottles botts i 

Acouiti tinctura, 0. 1-c. c. tablets (200 in bottle). _bottR_ \ 

jEtber, in 100-gm. tins tins, 

iEtheris gpiritus compositus, in 250-c. c . bi it 1 1 i s^ _ lKitts_ I 

iEtheris spiritus nltrosi, in 500-c.c. bottles bcttB.I 

Alcohol, in 1 liter bottles botts / 

Aloe (pulvis), in 25-gm. bottles botts. 

Aloini piluliB comp. (200 iu bottle) botts.l 

Alumco, in 2S0-gm. bottles botts.l 

Alnmen, 324-mgm. tablets (KW in bottle), for | 

field use only botts. 

Ammonia} aqua, lOp. c, in 500-c. c. ^, s. bottlcy botts. 
Ammonite spiritus aromaticuH, in 250-0. c. liot- 

tU« llOttS.; 

Ammonii bromidum, in 2/iO gui. bottles bott*. 

Ammonii carbonas, in 25()-gni. bottles botts. 

Ammonii chloridi trochiwi (100 in bottle) botta.l 

Ammonii cbloridnm, in 250-!,'m. bottles botts 

Amyl nitris (6-drop pearls), 12 in box lH>xes-| 

Antimonil et potatisii tartras, in25gni. bottles bott*.' 

Antipyriuum, in 12r>-gm. buttles botts.^ 

Antitoxin of diphtheria* botts. . 

Apomorphine) hydrochloras, 6-mgm. hypoder- i 
mic tablets tnbCK.i 

Argonti nitras, in crystals, in 25-gm. bottles botts ■ 

Argenti nitras fusus, in 2ri-gm. bottles botts. 

Atwtfcetida, in 25-jT;m. bottles botts. 

Aspidii oleoreaina, in 50-c. c. bottles botts. 

Atropine sulphas, 0.65-mgni. iiypodermic tab- 
lets tubes. 

Atropinw! sulphiw, 0.13-mgm. ophtlmlmic discs 
(50 in box) boxes. 

Helladona) empluwtrum, in 2-nieter tins tins. 

lielladonse foliorum extractum alcoliolicum, 
in 25-gm. bottles iKitts. 

nismuthi subgallis, in 260-gni. bottles lM>tts- 

liismuthi snbnitras, in 500-gm. bottles liotts. 

Buchu extractum tluidura, in 600-c. c. bottles, bottti, 

CafTeintB eitrata, in 25-gm. bottles Iwtts. 

Camphora, in 5(X)-gm. bottles botts. 

Cannabis indicie tinctura, 0.06-c. c. tablets (100 
in tiottle) botts. 

CantharidiBemplastmm, in 1-meter tins tins . 

('antharidis tinctura, in IOOh;. c. Imttles botts. 

Ui|)Bici tinctura, in 100-c. c. Isjttlcs bottS- 

*To be purchased by the surgeon in anionnt sufficient for immwMate use, if 
obtainable in vicinity. If not, telegraphic request to chief surgeon should be made, 
special report of necessity to be made at onco by mail. 
21205 11 
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Articles. 



Medicines— Continued. 

Capsicum, 32-mgm. tablets (150 in bottle), for 
field use only botts_ 

Cera flava, in 250-);m. cakea cakes. 

Oeriitum reeinse, iu 250-gni. jars jars 

Cerii oxalas, in 25-gm. bottles botts. 

Chloral, iu 50-gm. g. s. bottles botts 

Chloroformura, in 100-gm. g. s. bottles botts. 

Chrysarobinum, in 25-gin. bottles botts. 

Cinchonfe tiuctura coiuposita, in 600-c. c. bottles.botts. 

CocainiB hydrochloras, iu 5-gm. Iwttles botts. 

Cocainte hydrochloras, in lO-mgm. hypoder- 
mic tablets tubes.- 

Codeina, iu 50-gm. bottles botts- 

Colchiuiseminis extractum fluidum, iuSO-c.c. 
bottles bottS- 

Collodium, iu 25-c. c. bottles botts- 

Coniinaa bromoliydras, 0.65-mgm. hypodermic 
tablets tubes- 

Gopaiba, iu 500-gm. bottles botts- 

Copaibno pilulie comp. or tablets (100 in bottle)_bottB- 

Creosotum, iu 50-giii. g. s. bottles botte. 

Creta proeparata, iu 250-gm. bottles botts. 

Cupri arsenis, 0.325-ingm. tablet8(200in bottle). botts. 

Cupri sulphas, in 60-gm. bottles botts. 

Digitaliniim, 1-mgm, hypodermic tablets tubes 

Digitalis tiuctura, iu 125-c. c. bottles botts 

Digitalis tinctura, 0.3-r. c. tablets(200in bottle)-bott« 

Emplastrum (ferri) porous, in boxes of 24 boxes- 

ErgotiB extractum fluidum, in 250-c. c. bottlea-.botts 

Ergotinnm, 130-mgni. tablets (2U0 in bottle) botts. 

Eucalyptol, in 60-c. c. bottles botts. 

Ferri chloridi tiuctura, in 500-c. k. g. s. bottles.-botts 

Ferri et potassii tartras, iu 250-gm. bottles botts. 

Ferri et quiuiuea citras solubilis, in 100-gm. 

bottles botts. 

Ferri iodidi syrnpus, iu 200 c. c. bottles lx)tts. 

Ferri pilules compositaj (200 in bottle) botts. 

Ferri pyrophosphas solubilis, in lOO.gm.bottles.botte. 

Ferri sulphas exsiccatus, in 100-gm. bottles botts. 

Ferrum reductnm, in 25-gm. bottles botts. 

Oentiaute tinctura composita, in 600-c. c. bottles.botts. 

Glycerinum, in 500-c. c. bottles botts. 

O^cyrrhizsa extractum pumm (pulvis), in 250- 
gm. bottles botts. 

GlycyrrhizfB mistura composita, tablets (400 in 

bottle) botts. 

Glycyrrhizte pulvis compositus, in Z.'iO-gm. bot- 
tles botts- 

Ouaiacolis carbonas, in Z60-gm. bottles botts. 

Hamamelidis extractum fluidum, in 250-c. c. 

bottles botts 

Hydrargyri chloridum corrosivum. In 100-gm. 

bottles , botts. 

Hydnrgyii chloridust uite, ia lOOogffi. botttes-botta. 
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Articles. 



Allowance for posts having 
official population of— 



100 



Medicines— Continued. 

Hyilrargyri cliloridum mite cum sodli bicarb., 
tablets (200 in bottle) botts. 

Ilydrargyrl iodiduui flavuni, 10-mgm. tablets 
(200 in bottle) botts- 

Hydrargyri masaa, in 100-gm. jars jars- 

Hydrargyri uiassa, 324-mgm. tablets (125 iu 
bottle) for flelil only) bottS- 

Hydrargyri citratis unguentum, in 5(i-gin. jars„jar6_ 

Hydrargyri oleatum, 10 per cent, in 500-gni. 
w. m. bottles bott8_ 

Hydrargyri oxiduui flavum, in 25-gni. bottles. _botts„ 

Hydrargyri ungut^ntum, iu BOfl-gni. jars jars. 

Hydrargyrom cnin creta, in lOll-nm. bottles^, bolts, 

Hydrasti'sextractumfluidum, in250-c. c. bottles.botts. 

Hydrogeuii dioxidi aqua* boxes. 

HyosciiifB liydrobronia«,0.65-ingm. hyi)odennic 
tablets tubes. 

Hyoscyaini extractum alcoholicum, in 25-gm. 
w. m. bottles botts. 

Hyoscyami pilulaj compo8itS3 (200 in bottle) botts. 

Ichthyotum, in 25-gm. bottles botts. 

lodoformura, iu 100-gm. bottles botts. 

lodum, ill 5ii-gm. g. s. bottles botts. 

Ipecacuanha, 05 uigm. tablets (200 in bottle), 
for field use only botts. 

Tpecacnanha (pulvis), in lOO-gm. bottles ..botts. 

Ipecacuanlin) et opii pulvis, in 2i)0-gni. bottles_-botts. 

Ipecacuaiihie ot opii pulvis, 32i-nigm. tablets 
(200 in btfttle) botts. 

Ipe('ai uanhiB extractum fluiduui, in 250-c. c. 
bottles botts. 

Liuimentum rubefaciens, tablets (50 In bottle), 
for field use only botts. 

Linum, in 2-kilo. tins tins. 

Liiium (pulvis), in 4-kilo. tins tins 

Lithii carboiias, in 25-gra. bottles botts. 

Lvcopodliun, in .On-gm. bottles bottS- 

Siagnesii carbonas, in 100-gm. papers papers.j 

Magneaii sulphas, in 4-kilo. tins _ tins. 

Menthol, in 50-gm. bottles botts. 

MoipliiiiHi sulphas, in 10-gni. bottles botts. 

MorphiuiB sulphas, 8-mgm. hypodermic tablets.tubes. 

Morphinrt! sulphas, 8-mgm. tablets (100 in bot- 
tle) botts. 

Myrrhie tiuctura, iu 2oO-c. c. bottles botts. 

Nitroglyrerinum, 0.65-mgm. hypodermic tab- 
lets tubos- 

Nucis \ omicoB extractum, in 25-gm, bottles botts. 

Oleum caryophylli, in 2.5-c, c. bottles botts. 

Oleum gaultheriie, in lOO-c. c. bottles botts. 

Oleum gossypii semlnis, in 1-liter bottles botts- 

Olenm menthse piperltte, in 100-c. c. bottles botts- 

*Each box contains all materiaU necetaftry to make three 

cent or teu volumea aolntiOB, 



10 



400 


COO 


800 


1,000 


A 


0 


fi 

o 


Q 
O 


4 


5 


6 


8 


2 


2 


3 


3 


0 


O 

A 


O 


Q 
O 


I 


X 


I 


1 

X 


1 


o 
Z 


o 


Q 
it 


1 


1 


1 


1 


1 


2 


2 


a 


^ 


2 




3 


1 




2 


Q 
u 


1 


2 


2 


2 


1 


1 


1 


1 


1 


2 


2 


2 


2 


2 


3 


3 


3 


3 


A 
* 


A 
4 




G 


Q 
O 


10 
lU 


3 




C 

D 


0 


i 


2 


o 
it 


o 

M 


1 




<i 
u 




1 


() 


o 
il 


2 






Q 


Q 

o 


2 


2 


3 


3 


3 


3 


4 


4 


1 


2 


2 


2 


8 


1 n 


T> 
kb 


14 


1 


o 


n 


0 


3 




0 


g 


H 


10 


1 '? 


12 


3 


A 


O 


g 




2 


3 


3 


« 


8 


10 


12 


15 


20 


26 


30 


0 


8 


10 


12 


1 


2 


2 


2 


2 


2 


3 


3 


2 


2 


3 


3 


1 


1 


1 


1 


2 


2 


3 


3 


30 


48 


60 


72 


2 


2 


3 


3 



liters of a three per 



84 



HAHUAL FOB THE MEDICAL DEPARTMENT. 
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Articles. 



Allowaiira for inmta having: 
offlcisil population of— 



100 I 200 400 : 600 800 1, 000 



Medicinef — Continued. 

Oleum morrhuse, in 500-c. c. frattles botts. 

OleuMi ricini, in 1-liter bottlea botts 

Oleum «antali, in 100-c. c. bottles botts. 

Oleum terebinthina;, in 1-Iiter bottles botts- 

Oleum theobromatiB, in 250-gm. tins tins. 

Oleum tiglii, in 2fl-c. c. bottles botts 

Oleum tiglii, 0.0(i6-c. c. tablets (100 in bottle), 

for field U89 only bottS- 

Opii pilula) (or tablets), 65-mgm. (200 in bottle) , botts_ 

Opii tinctura, in 600-c. c. bottles botts. 

Opii tinctura camphorata, in 600-c. c. bottles botts. 

Opii tinctura camphorata, 0.4-c. c. tablets (200 

in bottle) botts. 

Opium (puiTis), in 100-gm. bottles botts. 

Pepsinuui, in 50-gm. bottles botts. 

Petrolatum liquidum, in 600-gm. bottles botts. 

Petrolatum spissum, 4S.8 ()., in 500-gm. tins tins. 

Phenacetinum, in 125-gm. bottles botts. 

Pbysostijiniatis tinctura, 0.06-c. c. tablets (100 

in bottle) botts- 

Pbysostigminee sulphas, 1-nigm. hypodermic 

tablets tubes 

PhysostigniiniB sulphas, 0.0.325-mKm. ophthalmic 

discs (50 in box) box. 

Pilocarpi extractum ilaidum, in 2.50-c. c. bottles botts. 
Pilalaa camphorie et ojiii (or tablets), (20U iu 

bottle) liotts 

PiluliB cariuinativse (200 in hottli ) txAU 

Pilulio catharticw composite (or tabli'ts), {'MO 

in bottle) botts. 

Plumbt acotas, in 250-gm. bottles botts. 

Plumbi acetas, l:i0-nigm. tablets (lOO in bottle), 

for field use only botts. 

Podopbylli resina, in 2.5.gm. bottles botts. 

Podopliylll reaina, 16-nigm. tablets (100 in bot- 
tle), for field use only. botts. 

Potassa, iu 25-gni. liottles botts.. 

Potassii acetas.in fiOO-gm. tiottloa botts 

Potasaii ardenitis liquor, in 250<!. e. ttottles botts, 

Potassii bicarbonas, in 5'K)-gm. bottles botts 

Potassii bromiduui, in 5(X)-gm. bottles botts. 

Potassii ehloras, in 500-gin. bottles botts. 

Potassii cliloras, 324-mgm. tahiets(20(J in bottle), 

for field use only botts 

Potassii et sodii tartras (pulvis), in 500-gm. 

bottles botts. 

Potassii lodidum, in 500-gm. bottle botts. 

Potassii iodiduni, 324-nigm. tablets (200 in bot- 

tle\ for field use only botts 

Potassii permanganas, in 50-gm. bottles liotts. 

I'ruui virginiana; extractum fluidum, in r>0O-c. 

c. bottles bottS- 

Quinin«9 bydrochloras, 32-mgm. hypodermic 

tablets ..... .. tubes.. 
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Articles. 



M edieines— Continued. 

Quininse sulphas, in ao-gm. bottles botts- 

Quininse sulphas, 2U0-uigm. tablets (600 in 

bottle) I botts- 

Kliamni purshianae extractum Huidum, in 500- 

c. c. bottles . . botts- 

Khei extractum lluidum, in 250-c. c. bottles botts- 

Bheum (pulvis), in 60-giu. bottles botts. 

Saccharum Isctia (pulvie), in 100-gm. bottles botts- 

Salol, :t24-nigni. tablets (125 in bottle) botts. 

Saloplieu, in 50-gm. bottlea botts- 

Santoninum, 32-mKm. tablets (50 in bottle) iKjtts- 

Scillaj syrupus, in ftOO-c. c. bottles botts. 

Slnapia emplaatrum, in 4-meter tins tins- 

Sinapia nigra (pulvis), inSOO-gin. tins tins- 

Sodii bicarboii!)*, in 500-gni. bottles botts. 

Sodii bicarbouas, 324-mgm. tablets (2UU in bot- 
tle), for field use only botts. 

Sodii bicarb, et mentbsg pip. (tablets), (250 in 

bottle) botts. 

Sodii boras (pnlvis), in 500-gm. bottles liotts. 

Sodii bromidum, in ariO gm. bottles botts. 

Sodii hyposulphis, in 2olJ-gni. liottles botts. 

Sodii phosphas, in lOO-gm. buttles botts- 

Sodii salicylas, iuSOOgtn. bottles l>ott8. 

Sodii siilicylas, 324-mgin. tablets (200 in bottle)- tx)tt<s. 

Strophauthi tinctura, in 100-c. c. lK)ttles botts. 

Strycliniunj sulphas, 1-nigin. tal^lets (5(K) in 

bottle) botts- 

Sulplional, a24-tngni. tablets (200 in buttle) botts. 

Sulphur lotuin, in 2.'j0-gm. bottles botts- 

Torubeuuin, in 250-c. c. bottles botts.: 

Thymol, in 2.">-gm. bottles bott«-: 

Tolutanum balsamum, in 250-gm. tins tins.' 

Valerianic exti-actnm flnidum, in 250-c. c. bottles Imtts.' 

Veratri viridis tinctura, in 100-c. c. bottles botts.; 

Zinci oxiduui, in 2.50-nm. Ijottles botts.; 

Zinci sulphas, in f>00-giii. bottles botls.j 

Zinci snlplias, 324-nigm. tablets (100 in bottle), 

for tleld use only botts. 

Zingiberis extractum fluiduni, in 2f)0-c.c.l)ottle8_botts_ 



Allowance for posts having 
official population of— 



202. Antiseptics and Disinfectants. 

Acid, carbolic, crude, in 1-kilo. bottles botts. 

Antiseptic tablets (200 in bottle) botts. 

Iron sulphate, commercial, in 10-kilo. boxes. .boxes. 

Lime, chloride, in bW-p^i. w. m. bottles botts. 

Mercury, corrosive cliloride, in 500-gm. bottles. botts. 
Soda, chlorinated 8olution(6 per cent available 

chlorine), in 1-liter bottles botts. 

Sniphur, in roll kilos. 

Tricresol,* in 1-kilo bottles botts. 
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* Tricresol will be issued >n lieu of crude carbolic acid if desired. 
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Article!. 



Allowance for posts having 
official population of — 



100 200 400 600 800 1,000 



203. 



Hospital Siore*. 



Beef extract, in 100-gm. ting or Jars . 

Brondj, in 1-liter bottles 

Soap, castile or its equivalent 

Soap, common 

Sugar, white, in 6-kilo tins 

WhlBky, in l-liter bottles 



tins. 

_bott8 
.kilos 

-kilos. 

tins. 

.botts. 



204> Microscopical Aocestories. 

Agar-agar, in 500-gm. packages 

Alcohol, absolute, in 250-c. c. g. s. bottles - 

Aniline oil, in 125-c. c. bottles 

Baltam bottle 

Bismarck brown, in 4-gm. bottles 

Canada balsam, in 30-c. c. bottles 

Carmine, in 16-g. m. bottles 

Eosin, in 15-gm. bottles 

Fuchsin, in 16-gm. bottles 

Gelatin, in 60-gm. packages 

Gentian violet, in 15-gm. bottles 

Glass covers, 16 or 19 mm. square 

Glass slides, 25 x 75 mm 

Hiematoxylon, in 8-gra. bottles 

Methylene blue, in IS-gm. bottles 

Oil of cedar, in 30-0. c. bottles 

Peptone, in 250-gm. w, m. bottles 

Paraffin, in 2S0-gm. cakes 

Xylenum, in 260^;. c. bottles ....... 



—pkgs 

._botts_ 
._botts. 

no. 

..botts. 
__bott8. 
..botts_ 
— botts. 
..botts. 
._pkgs- 
..botts. 
— gms. 

doz. 

..botts. 
..botts- 
..botts. 
—botte. 
-cakes- 
..botts. 
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205. 



Siafionery. 

BanJceU, letter — .. 

Baskets^ wmte-paper 

Blank books, cap, 4-quire- 



Blank books, 8-mo., 4-qaire 

Blotters, hand 

Cupa, igponge 

Elastic bands, assorted 

Envelopes, ofBcial, large 

Envelopes, official, letter 

Envelopes, otflcial, note 

Erasers, steel 

India rubber 

Ink, writing, in 1-llter bottles 
Ink, carmine, in 3D-c. c. bottles. 

Xnkiitandis 

Mucilage 

Pads, prescription 

Pads, letter - 

Paper, blotting 

Paper cutlent 

Paper fiisti>nfrs 

Paper weif/htu 

Paper, writiny, Ingal cap 

Paper, writing, letter ........... 
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—gross. 
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—botts 
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—botts, 
BO. 
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.. qrs_ 
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ArticlM. 



Sfitionery— Continued. 



Paper, writing, letter, typewriter. 

Paper, writing, note 

Pencils, lead 

Penholders 

Pmrach 

Pens, steel* 



Allowance for posts having 
official population ot— 



100 



-qrs. 

-qrs. 

._no_! 

..no_ 

,_no_ 

..no_ 



Kibbons, copying, for typewriter, as required f- 
Eibbone, record, for typewriter, as required t— 

Uiilers 

titamp, penaUy, rubber 

TypeuTiier-. 



..no. 
.-no- 
..no. 



206. Surgical Instruments, Appliances, and 
Dressings. 

Apparatut, compretKd air 

Apparatu$, electric X 

Apparuttm, restratHt 

Apparaint, steam rierilizing n"- 

Aloiiii::eri', hand 

HagK, rubber, hot-water 

hags, rubber, ii;e,for head _no 

Bandages, roller, assorted, in boxes of 8 dozen.boxes. 
Bandages, rubber (Martin's), 4 meters by 63 mm.no. 

Bandages, suspensory 

Bandage winder "** 

Itovgies, flexible, as required 

KoxeK, fraetnre, faldiug "° 

Brmh holders ftrr larynx 

Qui', aitpirating "° 

Cose, capital operating 

Cane, dental, Kinall 

(kise, emergeruy 

CoJie, eiie and ear 

Case, field nprralinij 



_no- 
.no- 
_no. 
.no_ 



no. 

no- 

no 

no 

no 

no 



Case, forceps, hmmoslatic, 12 in set no- 

Case, genito-Hrethral 

Case, genito-urinnrij 

Vase, minor operating 

C<i«e, ohntetrirMl and gyneoolofricdl 

Case, pocket 

Ofse, post-moiiem 

Case, stomach pump 

Case, tooth-ejrtracUng °" 

Case, trial lenses 

Oitheler box 

Catheters, flexible, as required C-i""' 

Cotton, aiisorbent Kilo8_ 

Cotton, styptic, in 30-gm. packages ,P„^- 

Cotton bats kilos- 

* Falcon, stub, large fine, and email fine will be issued as required. 

+ Issued on request to Surgeon General by information slip. 

i Sulphuric acid, sulphate of copper, and bichromate of potash 
bottles, and metollic mercury in 126-gniiii bottles, will be issued m 
battery use. 



200 



16 



400 



18 
6 
24 
10 
■A 

144 



600 



20 
12 
24 
10 
3 
144 



800 



1,000 



24 
. 13 
36 
12 
3 
192 



1 
1 
1 
1 
4 
2 
2 

12 
2 

10 
1 



2 
2 
I 
1 
1 
3 
1 
1 
1 
1 
1 
1 
1 
3 
1 
1 
1 
I 
1 



in 5(V)-gram 
required for 
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Articles. 



Surgical Instruments, Appliances, and 
Dressings — Continued. 



Allowance for posts having 
offlclal population of— 



100 200 400 600 800 1,000 



36 
1 

120 
1 
1 
1 
1 

3 
30 

2 
10 

2 



48 
1 

160 
1 
1 
1 
2 

4 

45 
3 

15 
2 



1 
4 
4 
1 

5 
1 
6 
1 
1 
60 
1 
1 
1 
4 
2 
2 
6 
1 
2 
2 
30 
1 
1 
8 
3 
1 
1 
1 



1 
6 
6 
1 

10 
1 
8 
1 
1 
50 
1 
1 
1 
4 
2 
3 

12 ! 

1 

2 

3 
30 

1 

1 
16 

4 

1 

1 

1 



1 

6 
6 
1 

% 

10 
1 
8 
2 
2 
100 
2 
1 
2 
6 
3 
3 
12 
1 

3 

3 
60 

2 

1 
24 

6 

2 

1 



10 
8 
1 
1 

15 
1 

10 
2 
2 
100 
2 
1 
2 
6 
3 

4 
18 

1 

3 

4 
60 

2 

1 
32 

6 

2 

1 

2 



60 
1 

200 
1 
1 
1 



6 
45 
3 
15 
2 



1 

20 
5 
16 
10 
60 
6 
14 



Oureltes, as required no. 

Firat-aid paclcets no_ 

ForcepSy needle no- 

GauzK, plain meters. 

Inflatory Potifzer^a no_ 

Inhaler and vaporiser no- 

Inhaler, ether no. 

Image tuben nO- 

Ligatures, catgut, sterilized, in alcohol, 3 sizes, 
I meter each. In bottles bolts. 

Ligature silk gni8_ 

Ligature, silkworm gut coils. 

Muslin, unbleached meters^ 

Needles, cominor, assorted pnpers. 

Keedles, surgicai, assorted, as required no, 

Needles, surgical (Hagedorn's), 20 in set sets. 

Oakum or its equivalent kilos. 

Paper, dressing, oiled, in 24-meter rolls rolls. 

Pius, assorted papers- 

Pins, safety, 3 sizes dozen. 

]'Iaster,8dlie8iTe,30cm. wide, in 5-meter rolls-metcrs. 

Plaster, isinglass, in l-niet<T rolls meters. 

Plaster of paris, in 2-kilo tins kilos. 

Pmidi.e\ hotipUal c&rpSf as required no. 

Pouches, orderly no. 

Prt)bang8 no. 

Bubber sheeting meterg. 

Senriflmlor no_ 

Silk, gray, fur shades meters. 

Silk, iiili'd, in 5-nieter rolls meters. 

Spectiltmly reffol no. 

Splints, ft it for pieces. 

Sponge Imtderafor throat no. 

8pong(«, chloroform ._..no_ 

Sponges, small, in strings of 60 no 

^^inkter9f iodojformy h. r no. 

tyiirgiml pump no_ 

t^ijringeSy hiipoderm ic no. 

Si/riiigeii, nihlwr, nelf-hyecling, littlb no. 

tyjiriiigeH, mbher, telf-it^eeting, foutUain no. 

Tape, cotton pieces. 

Tents, laminaria or tupelo no. 

Thermo-iianlenj (Paqnclin''g)* no. 

ThemiomeierSy el'mit-ul no. 

Thread, cotton, iiHsorted S|)ool8 

Thread, linen, unbleached gms. 

Tongue depressors . . no. 

Tottrniqvet and hamiagr^ mhhvr no. 

Tourtiiquets, field . no. 

Trusses, sinttlo no. 

Trusses, double no. 

Tubes, drainage, Nos. 1, 2, and 3, of each meters. 

Wire, suture, silver, in loops loops. 

* Benzine, of a specific gravity not greater than 0.724, in 1-liter bottles, will be 
issued as required for use with this cautery. 



2- 
10 
8 
1 
1 
15 
1 
10 
2 
2 
1(X) 
2 
1 
3 
6 
3 
6 
18 
1 
4 
4 
60 
2 
1 
40 
8 
2 
1 
2 
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Allowance for posts having 


ArtidM. 


official populatiou of — 




100 


200 ; 400 1 600 


800 1,000 


207- Furniture, Bedding, and Clothing. 




i 1 
1 ! 


i 
i 



Bamn, wmh, detf, for i^fflce no ^ 1 ' 1 1 

Basins, wash hand, agate wore no 6 ' C 8 

Bath tabu no- 1:1 2 

Bftl a-adles . no. 1 i 1 2 

B*'(U^ invalid no_i 1 i 1 i 1 

Bednteadu, Kith woven-vire mattresses no_' 12 ; 12 18 

Bedstead casteri*,for heds in wards onJij, as reqnired-no_ j ; 

SUmkel cases^ for field use only* . uo_ 

Blankels, grap, for field use only, as required no- i 

Blankets, white ^ no.; 40 ' 60 ' 70 KX) 

Sookeatet . „ , no-l 1 1 i 1 ; 2 



I 

10 

3 
» 
2 

30 : 



1 

10 

3 
3 
2 

ao 



Cabinet for blattki) no- 

Clittirt, arm no- 

Chairs, common no- 

ChairSf invalid, rolling no- 

Chairs, office, revolving no-: 

Chairs, rocking . no-' 

Clocks J no-l 

Close stools no - 

Commodes, earth closet no- 

Ouspiiiors no.] 

Ihtks, fieUl, as required uo- 

Desks, office no-. 

Desks, ^ce, cloth or rubber duck top for, as requirod.no- 

IHth, soap, with cover, for office no. 

Furniture, field, folding, as required set. 

Lampt, hand . : no.' 

Lamps, Klaiid no. 

Linoleum, as required meters.. 

liookhtg^glasses no.i 

Mats, door, manila no.i 

ITats, door, woven wire no_i 

Malting, cocoa, as required meters.'. 

Matting, cocoa, zinc ends for, as refjuired no. . 

Mattress embers . no.; 

Mattresses, Imir no.; 

Mosquito bars, as required no.'. 

(HMathfor table meters.; 

PUlom, feather no.' 

Pillows, hair . no 

Pillowcases, cotton no. 

Pitcher, delf, for office no.i 

Pitcher, ice, silver-plated no^; 

Quilts, colored no. 

Quilts, white no. 

Sefrigeralors no. 

Safe, iron no. 

Screens, bed, folding, frames for no. 

Screens, door, wire, as required , no.. 

Screens, window, vyire, aa required no. 



1 i I , 
10 I 12 i 15 ! 20 

10 ' 12 15 ; 20 



10 10 



loo 

2 
1 

25 
25 

2 I 

l\ 
4 

3 ; 
•i \ 

15 



100 
2 
1 
30 
30 
2 
2 
(i 
4 
4 
3 
15 



Ij fi ■ 8 
4j 4| 5 



6 


10 


i 1" 


15 


1ft 


12 


18 


24 


■M '■ 


40 


6 


« 


12 




12 


6 


1) 


12 


K! 


12 


'H 


30 


40 


50 i 


60 


40 


«0 


SO 


100 


130 


1 




1 


1 ! 


1 


1 


1 


1 


1 


1 


12 


18 


24 


30 


31; 


12 


18 


24 


30 1 


311 


I 


1 


2 


2 ; 




1 


1 


1 


1 i 


1 


2 


2 


4 


4 ' 


4 











♦Issued in the proportion of one case to ten gray blaiikfts. 

t Clocks will be issued on the basis of one for each ward, one for kitchen, and one 
for dispensary. 
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Allowance for p 


>sts I 


laving 


ArtlnlftfL 




ofBcial noDulutioii 


oi' — 





















IOC 


20C 


40(j 


60C 


80C 


j 1,000 

1 


Furniture, Bedding, and Clothing— 


-Coniinued. 














Screens^ wire netHngfw, as required 


















no 


40 


60 


75 


IfK) 


125 


150 




no- 


20 


20 


4U 


40 


50 


60 






12 


12 


18 


18 


21 


36 






15 


15 


20 


25 


30 


35 






12 


12 


18 


18 


30 








1 


1 


1 


1 


i 2 


„ 


T<yu}els hand 


doz 


4 


8 


12 


15 


18 


20 


To XDsln TO llcT 


doz 


1 


1 


2 


3 


4 




Window cUTt<iin8 as ro^juirod 


no 
















sets 














xVa. Miscclianeoiis. 


























1 


1 


1 






















2 


2 




i 


6 


6 






2 


3 






5 


6 








I 


■J 






1 






I 


1 




1 


2 


2 






1 


1 




1 


1 


1 






1 


1 


J 


1 


2 


2 






1 


1 




J 




I 






18 


24 




48 


CO 


72 


Bowls, sugar, with lid 


no 


2 


2 


4 


4 


6 


6 


Boxes, ointment, imperriouB 


doz 


12 


15 


20 


25 


30 


35 






20 


25 


30 


40 


50 


60 






18 


18 


24 


30 


36 


48 


Brooms 


no. 


12 


18 


24 


3G 


48 


48 






2 


2 


2 


2 


2 


2 






2 


3 


4 


4 


6 


6 
2 






1 


1 


1 


1 


2 






I 








2 


2 






1 


1 


1 


1 


1 


1 






12 

:j 


12 


18 


18 


24 


24 






3 


3 


4 


4 


4 






2 


2 


4 


4 


5 


6 






4 


6 


g 


10 


12 


15 






12 


12 


18 




24 


24 




1 


1 


X 




1 


1 






2 


2 


2 


2 


2 


2 






2 


2 


2 




2 


2 


Cftpsules, golatin, 100 in box, 4 sizes - 




1 


1 


2 


^1 


2 


3 


boxes 


10 


12 


16 


20 ! 


24 


30 






1 


1 


2 


2 


2 


2 






2 


2 


3 


3 


4 


4 






1 


1 


1 


1 


1 


1 










1 


1 


1 


1 


























1 




























. 1 . 














1 





* Will not ba iioued to post* that hare no gas supply. 
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Articles. 



Mitcellaneouc— Continued. 



Cleaver 

Clothes basketn or bagt- 
Clothesline, nianila. 



no. 

meten. 

Colanders "o. 

Cork horeriy set of 6 ^et. 

Cork extractor no. 

Cork presger no. 

Oorks, assorted, in bags of 24 dozen doz. 

Corks, large (No. 10) <loz. 

Ciyrkscrems no. 

CrulchfA pairs. 

Crutches, rubber tips for no 

Caps , no- 
Cups, feeding uo. 

Cups, spit no. 

CnshiottM^ rubber^ anuill no. 

Omhiont, rubber, with open center no. 

Cutting pOert, for fired hcmdagei no. 

Dippei's no. 

Duti covert, tuire netting, waurted no. 

Dishes, meat, assorted no. 

Dishos, vegetable, with covers no. 

DUpeiimig get s*^t.. 

I}upeimng net, labeUfor, glass set. 

Drawer pulls, with labels, as required no. 

Dusters, feather, long haudlc no. 

Dusters, feather, short handle ; no. 

£gg-beafer '*o. 

Envelopes for tablets, 5 x 6 cm do/,. 

Eye shades no. 

fans no 

Fire extinguishers {force pump) no. 

Flasks, 600-c. c no. 

Flasks, 1,000-c. c no. 

Forks, carving no. 

Forks, flesh no. 

Forks, table, common (see note, page 81) no. 

Forks, table, silver-plated — _ no. 

Funnels, glass, 250 c. c, ftOO c. c, and 1 liter no. 

Glue, liquid, in 250-c. c. cans cans. 

Grater, large no. 

Graters, small no. 

Gravy boats n<>- 

Oridirons no. 

Grindstone, contplete, 25~ein., kitchen no. 

Hammer no. 

Hand grenades no. 

Hatchets no. 

Hone no. 

Hose, canvas, ^,5-cm., in U>-vneter lengths meters. 

Hose, nozzles, plain and spray no. 

How, reel cart for ^no. 

Insect powder, in SOO-gm. tins tins. 

KetOet, tea . no. 



Allowance for posts having 
official population of— 



60 



48 

2 
4 
8 
18 
2 
4 

2 I 



3 1 
6 

C ! 

4 
1 
1 



200 


400 


600 

— — 


800 




1,000 

- — 


1 


I 


1 


J 


1 

1 


o 
£ 


it 


o 


jj 


4 


60 


uU 




IK) 




1 
i 




£ 


2 


2 


1 


1 

i 


1 
I 


I 


■J 


1 


1 


I 




] 


1 


1 


1 


1 




48 






14"t 


14-4 


0 
L 


'> 
o 




ij 


4 


0 
£. 


n 


Q 

o 






A 




C 




8 


8 


i 


12 


IG 


Hi 


2-1 


lib 


48 


60 


72 




G 


o 
o 


1 0 


1 2 


0 


a 
O 


1 1\ 


12 


1ft 


a 
£ 


2 




•1 

o 


;J 


I 






2 


2 


1 
I 


I 


1 

JL 


■J 




3 


A 
t 


A 
t 


K 
0 


r, 


ft 


Q 

•:f 




12 


12 






o 
o 


1 > 

l£ 


12 


A 




• 

o 


10 


12 


I 


X 


X 


1 


\ 


1 


1 


1 


I 


1 


i. 


1 

i 




2 


2 


2 




q 


4 


4 


1 


1 


1 






£o 


HO 




40 


50 


n 
i. 








4 


L£ 


1 c 


18 


24 


24 


1 


1 




2 


2 


2 


•> 


3 


4 


4 


2 


;} 




4 


4 


2 


2 


3 


'A 


3 


1 


1 


2 


2 


2 




Aii 


00 


72 


" " 72 


•i 


3 


6 


g 




1 


I 


2 


2 


2 


1 


I 




1 


1 


1 


1 


2 


2 


2 


2 


4 


4 


5 


t; 


1 


2 


2 


\ 


2 


1 


1 


1 




1 


1 










18 


24 


36 


48 


48 


1 










I 


1 


I 


1 


1 


30 


30 


60 


m 




2 


2 


2 


2 


t 


1 


1 


1 


1 


1 


2 






r> 


Kt 


2 




t 


3 
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HANCAL FOB THE HEDICAL DEPAROnUBNT. 
SUPPLY TABUS— Continned. 



Article*. 



Allowance for posts having 
official population of— 



100 200 4001600 800 1,000 



24 i :!« ' 48 I .'.6 

2 ! H. j 4 ! 5 

1 , 11 1 i 1 

2 ■ 2 j 2 ; 3 



1 1 1 



2 i 2 

1 ! 1 

2 ! 2 



3 j 3 
3 I 4 



72 
7 
1 

3 



M itcellaneout — Continued. 

Knivei, bread „„ ..„..—. no- 

KnioeSf butcker''8 , no- 

KnU-e*<, carving , lio_ 

A«t*'«8, chopping 110- 

Knives, tithle^ eoKimon* no 

Knives, table, silver-plated* . , no. 

Labels for vials gross. 

Loilder, step no. 

Ladles no_ 

Lamp cliiniiieya, as requlredf no 

Lam]) sliades, as required no. 

Lanii)8, spirit, glass no. 

Lamp wicks, as reqiiiredf no. 

Lanteru glasses, extra, red or white, as required..uo. 

Lantern wicks, as required no. 

Lanferns iiu 

Lainii mower no- 

LUtert uo. 

Litters, canvas for, as required pieces- 

Liliers, stnqtsfor, a» required no 

Litter slings no. 

.Lye, coiii-ciitnitod, in fiOO-gin. tins tins- 

Meusurrs^ i,(itj c. t. to 4 liter set. 

Mi osnies, ttraiiuatecl, glass, KKJ-c. c «o- 

Measiires, graduated, glass, 250-c. c no. 

Measiires, graduated, glass, 500-c. c no. 

Meat cutter no, 

Mcdiciuo dfoppers no_ 

Medicine glasses no- 

Microscttpe no- 

Microtome, large no- 

Milts, coffee no- 

Mop handles no 

Mortar and pestle, (/lass, 10-cm . . no. 

Morfiti- and pesde, Wedglvond, S-cm no. 

Jilortars and pestles, We'dgwoitd, nr. 

Mortars and pestles, Weilgwoodf SO-otn no. 

Mouse traps no. 

NttU pidler no, 

Nuphtlialin, in 5-kilo. tjoxes kilos. 

Needle, sailmakei's no. 

Needle, upholsterer's no- 

Oil can, with pump, ^2-liler no, 

Ophihalmos>:type DO- 

Pacl: siuhlle, as required no. 

Pails, ^nilk, with strainer ^ nti. 

Pans, dish uo_ 

Pans, dust, . no- 

Pans, frying . no- 

Pans, inUk no_ 

* Knives, forks, and spoons, silver-plated, when so much worn as to be unfit for 
table use, will bo dropped as " silver-plated " and taken up as "common." 
t State kind of lamp for which chimneys iind wicks are desired. 



3 


■1 




■ () 


*^ \ 


111 


fi 


X 


ili; 


12 


14 ' 


10 


1 


1 




1 


1 


1 


2 


2 


! 2 


3 




3 


2 


2 


i 


3 


^ 


a 




2 


\ 




9 ■ 


3 


-{ 


1 




\ 


1 


1 


12 


12 


24 


24 


3t> 


48 


2 


•2 


3 


4 


o 


t; 


1 


1 


1 


1 


1 


1 






1 




1 


1 


1 


1 


1 


\ 


2 


2 


4 


G 


8 


8 


10 


lU 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


2 


2 


1 


1 




2 


3 


3 




1 


\ 


1 


1 


1 


l\ 


2 


2 


2 


2 : 


2 


i : 


1 






1 




5 , 




5 


5 




r, 


1 


1 


1 


1 


1 


1 


I 


1 


1 


1 


I 


1 


1 


1 


1 


1 




1 


1 ! 


1 


1 


1 


ii 

! 


1 


1 




1 


2 1 


2 , 


2 


2 


I 


2 


3 


3 


3 


2 ; 




3 




4 ! 


4 


1 i 


\\ 






^\ 


3 


6 i 


6 


8 j 


i : 
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Articles. 



M itcellaneout — Continued. 



Patif, muffin — — no. 

Paru), »a«c« no. 

Paper, Altering, round, 25-cm pkgs 

Paper, litmus, blue and red, of each sheots. 

Paper, tarred, in 30-meter rolls rolls 

Paper, toilet pkgs 

Paper, urinary test, assorted pkgs. 

Pttper, wrapping, blue and white, of each qrs. 

Paper, wrapping, brown qrs 

Pencils, hair, 1 dozen in vial : doz. 

Percolators, glass no. 

Pickle dishes no. 

Pill tiHwftine no. 

Pill tile, IMtoSScm no. 

PijMittee, graduated, 5^. c no 

Pitchers, delf, 60()-c. c no. 

Pitchers, delf, 1-liter no. 

Pitchers, sirup, glass no. 

Plates, dinner no. 

Potato masher no. 

Poln, chamber no. 

Potn, coffee, agate ware or tin no. 

Pot», tea, agate ware or tin no. 

Pots, vateriug no. 

Prescriptioii file .-no. 

Put basins "O- 

Basor »<>- 

Razor utrop no. 

lietoH stand no. 

Holling-pia no- 

Saltcellars, glass no. 

Sapolio Wlos. 

Saucers no. 

Saw, butcher's no 

Saw, lumH no. 

Scale* and vmghte, apothecary's no. 

Scales and we^hts, balance, iu glass case no 

Scales and mights, grocer's no. 

Scales and teeights, plafform no 

Scoops no- 

Screw-iMrers, large mid tmM 

Settees for porch or hall 

Sharing brush 

Shears 

Sickle no. 

Sieves, flour no. 

Skeleton, in cabitut no. 

Skimmers — .- no. 

Spatulm, 15-cm no. 

^atulas, 7-cm no. 

Sponges, bath, large no. 

Spoom, basting, agate ware or tinned iron no. 

Spoons, table, common (see note, page 81) no. 

Spoons, table, silver-plated . ....... . — no. 



Allowance for posts haWng 
ofllcial population of— 



100 200 400 600 800 : 1, 000 



no. 

no. 

no. 
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Articles, 



AlIowancB for posts haying 
official population ol" — 



100 200 400 600 800 1,000 



M iscellaneous — Continued. 



Spoone, tea, common (see note, page 81) no. 

^MMnu, lea, nlver-plated no. 

Stamp, wiOi mUJU, for marking hovpitat eUMiing no_ 

Hteels no_ 

Stethoscope no_ 

Slellimvoipe, double no- 

Stove, coal oil, if required no- 

Stovo blacking papers. 

Sapposilorij mold no. 

Syringes, jienis, glass. In case no. 

I'ablet mnctiine, leilh 200 and SiU mgm. diea no. 

Talcum ( French clialk), l-Icilo. packages kilos. 

Tape memures, Imen, 1-meter no. 

Test tubes no. 

Test tubes, stand for no 

Thermometer$ no 

I'ools, ched of no 

TrayK, antiseptic no. 

3VO.V", bvtler'n no 

Trai/H, beil, with leys no. 

iVimmer, tamp no. 

Trotvel, garden no- 

Tubiog, glass, assorted kilos^ 

Tubing, rubber mctera. 

Tuinblcrs, glass i no. 

Twiiic, fiiio and coarse kilos. 

Ttoine boxe« , no. 

Vrinitl*, delf or agate ware no. 

IJriiimneters . — no. 

Vials, 50 in box, two lS()-c. c, twelve 120-c. c, 

ciglitoeii 60-O. c, twelve 30-c. c, six 15-c. c boxes. 

Vials, 4-c. 0 dozen. 

Vinon-tent wt . no. 

WasMnbs no. 

Waller coolers . no- 



209. FURNITURE AND APPLIANCES FOR OPER- 
ATING ROOM. 

The following articles will be furnished, on reqtiisition, to 
those posts at which the surgeon reports that a room is avail- 
able for use as an operating room : 

1 operating table. 1 table for instruments. 

*1 case for instruments. *1 case for dressings, etc. 

6 8cali)el8, metal handles. 

3 operating gowns for surgeons and assistants. 

*KoxK. — Autliority will be given for the purchase or manufacture of these cases 
at the post if they can be so obtained at a reasonable price. 
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1 surgical cushion, Kelly's. 

8 tubes, catgut, assorted sizes, in Fowler's tubes. 

1 dozen spools, Halstead's, for silk ligature. 

1 coil silkworm gut. 

1 dozen brushes for cleansing. 

1 Mlo green soap. 

ENAMELED WABB. 



1 instrument boiler. 

2 wash basins. 

4 basins for sponges, etc. 



2 pitchers. 
2 pails. 

2 trays for instruments. 



GLASSWARE. 



2 Petri's dishes for needles, etc. 

2 small jars, covered, for ligatures, etc. 

4 larger jars, covered, for dressings, etc. 

6 flasks for flushing solutions. 

6 4-liter bottles, g. s., for antiseptic solutions. 



210. 



COMPOSITION OF TABLETS. 



The words pillii, tablets, and trochisci an- utuid Hynonyinoutily throughout tho Sup- 
ply Tabic, Compound tablets which are not official and are referred to by these 
names have the following composition : 



Aloini PilulaB Compotit». 

Aloinum oigais- 8 

Podophylli resina mgms- 8 

BclladonniB fol. ext. alc__nigme- 8 

Strychnina mgm- 0. 8 

Oleoresina capsici mgms- 2. 7 

Ammonii Chloridi Trochisci. 

Ammonii chlorldi mgma. 130 

Extractum glycyrrbizae 

purum ragmH. 518 

Oleum anisi mgms- 3 

Antiseptic. 

Hydrargyrichloridumcor.mgms, 500 

Ammonii chloridum mgnis-j 475 

One tablet to one-half liter of | 
water makes a 1-to-lOOO solution. ; 



CopaibsB Pilule Compoaita. 

Copaiba mgms- 

Bi«ina guaiaci mgms. 

Fcrri cf tras mgrns- 

Olcoreniua cubebee mgms. 

Ferri Pilula Compositas. 

Ferri pyrophosphag mgms. 

Quinina? sulphax mgms. 

Strychninte sulphas mgm. 

Hydrarg. Chi. Mite Cum Sodii 
Bicarb. 

Hydrargyri clil. mite mgms. 

Sodii bicarb mgms. 

Hyoicyami Piiuls Compotifa. 

Extractnni hyoscyami mgras- 

Camphora mgms. 

Oleoresina oapftici mgtns. 

lIorpttiluG ucctas .... logms. 



100 
24 
24 
40 



65 
32 
1 



32 
66 



65 
65 
3 
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COMPOSITION OF TABLETS-Contlnued. 



Linimentum Rubefiiciens. 

Camphora mgms. 

CapeicuiE mgms 

£xt. belladonuie fol. ale —mgms. 

Disgolve one tablet on 30 c. c. 
of alcohol. 

Mittura Glycyrrhizat Com- 
potita. 

Extractnm glycyirbizte ..mgms. 

(Jamphora mgms. 

Acklnm bcnzoicura mgms. 

Opium mgms. 

Antimonii et pot. tartras — mgm. 

Oleum anisi mgms. 

Each tablet is tbe practical 
equivalent of 4 c. c. of brown 
mixture. 



500 
500 
500 



0 

2.5 
2.5 
2.5 
1 

2.S 



Pilula Camphora et Opii. 

Camphora mgms. 

Opium mgms. 

Pilula Carminativa. 

Morphinne sulphas mgm 

Camphora mgms_ 

Extractum rhei mgms. 

Sodii carbonas exsic mgms. 

Olporesina capsici mgms. 

Oleum mentha; piperitae .mgms. 

Sodii Bicarb, et Mentha pip. 

Sodii bicarbonaa mgms. 

Ammonii carbonas mgms. 

Oleum mentha piperita .mgms. 



130 
6i 



0.8 

16 
32 
100 
2.7 
6 



258 
16 
6 



211. BOTTLES AND JARS CONTAINED IN 
DISPENSING SET. 



Tincture Bottles. 

1-liter no. 

500-c. 0 no. 

250-c. c no. 

1-25-c. c no. 

60-c. c no. 

Tincture Bottles, Blue. 

li-Vc, c no. 

Steeple-top Jars. 

250-gm no. 



11 

9 
21 

C 
18 



10 



Salt-mouth Bottles. 

600-gm no. 

250-gm no. 

125-Bm no. 

60-gm no. 

Salt-mouth Bottlea, Blue. 

60-gm no. 

Total. 

Bottles. no. 

Jars no_ 



9 
28 



1S3 
10 



212. CONTENTS IN DETAIL OF THE CASES, ETC. 

(To which reference is made in the Supply Table.) 

COMPRESSED-AIR APPARATUS. 



Air container, wUh gauge no. 

Force pump no. 

Tubing, thick rubber, silk- 
covered, connecting con- 
tainer with cut-off meters. 

Tubing, thick rubber, con- 
necting container with 
force pump meters. 




DavidRon's sprays, in set, Tiz: 

Atomic lubn, h. r no. 

BotUet, teith h. r. caps no. 

Ont-off, metal no. 

Stand for boUtet no. 

Tube connector, h. r no. 

Tube, wires for cleaitlng-.no. 
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213. 



RESTRAINT APPARATUS. 

(lu wooden box, with baudio and lock.) 



AnUeU pair. 

KeiiD to lock buckles no. 

Muff, leatlter do_ 




Strap, hal, as per circular no. 

Strap, waist no. 

Wristleti pair. 



214. 



SPRAY-PRODUCING APPARATUS. 

(Itiimbold's, for Petrolatnm.) 



Air ImU), mft ruhlter no_i 1 

Mirror, hinged, 3 glasm» no-l 1 

Speculum, nasal, atyuilable \ 

bladet no.' 1 



i Sprat/ prodvccrs, metal, 

I (Nos. 1, 2, i, 5) no. 

I Tongue depresMr, 3 hiadee uu. 



215. 



CONTENTS OF ASPIRATING CASE. 

(In morocco catHt.) 



Necdhft, (iftpirafhig , iii>_ 

Obturator^ hluuf^for caimnUt no., 

JMnip . ._ 

ISibe^ double currmty iHekil^ 
wUh rubber stoj^^ HO- 



Tuhe^ metaUiCy irUheHrawires A\o., 

Tufting attar hmt'uU no.. 

Tiihiiig, rubbtM- piect'8- 

Trocar and catiuida, wUh 

stopcock r- llO.. 



216. 



CONTENTS OF CAPITAL OPERATING CASES. 



Two patti'rn« of ciises iindiT this namn hnvc bi'on iflsunl, and will lie ivfi-vrcil to 
licrejifter as No«. 1 and '2, in acconlanci' witli th<! dat«8 of issius. Tlio runti'iits iir« 
ossoiitially the esime, but tlioy may Vxf readily distini;ui»hcd by Ko. 1 being a nar- 
row, tiiick cuKC, containing a leaden mallet, while No. 2, wliich wag a part of mont 
of the late personal seta, is a wide, flat (wh', and dova not contain a mallet, 

CASK No. 1. 
(In mahogany cohi', with li athcr poucli.) 



(htUn, Img no. 

(Jalliii, small no . 

Gliixi'l no.. 

IhUls, with oue handle uo_ 

Elevator aud ranpattirii, com- 
bined no- 

Vorcepi, artery, fenestrated, 

spring catch no . 

Horojijrw, bout, gonge no . 

Forcepe, bone, long, sVnjhthj ?'ci(f.no. 

Jbroejw, bmte, lung, angled no_ 

Fiiroqw, awjiieafrum no- 

Gmge no_ 

Honic, tionble nt)._ 

Knife, an^pntating, hmg no_ 

Knife, amputating, mediHm no_ 

Knife, cartilage no- 

tigaturi", silk gnis- 

Maltel, leaden no- 



1 i| Needle, a}ieurij<ni, handle, 

1 M and i:i ti}n<^- no. 

1 Ij Needle, keif, artert/ tio_ 

4 ij N<!fdl<!S, Korgcon's nii_ 

li UeiracUvre , no 

1 !■ Saw, bow, 2 bleulett no 

!l Saw, chain no 

: Satt^, Heif^H . no 

\\ Haw, rnelacuFpnl in) 

: Scaipeh n<i 

: Scvmrrft, Mniiglit , no 

I TanaailHm n<j. 

i Towuiqnet, screw no 

! Trf'phiw, Itntfhfnr _ n*' 

TrephUie, rovieat no 

i Trephine, crown no..{ 

i IVephine, handle for z no_j 

■' Wax 1 piece, i 
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CASE NO. 2. 
(In maliogany case, witli leather pouch. 



Bittoury, strmghl. 
Gallin, Itmg- 



no 

no 

Cattin, small ..._no 

Chisel no 

Drills, with one handle no 

Elevator no. 

Forcep*, artery, bulbottt, slide 

catch no. 

Forceps, hone, gouge, citrved no. 

Forceps, hone, gouge, straight no. 

Forceps, hone, long no. 

Forceps, lithotomy no_ 

Forceps, sequestrvm * — no. 

Gonge no 

Knife, angmtali»g, long no 

Knife, amputaling, medium no 

Knife, cartilage no 

Ligature, silk gms 

Needle, aneurism, tumdle and 
3 tips no- 



Needle, key, artery no- 

NeedloB, snrgoon's no- 

Kaspntory no_ 

Hazor no- 

Reiradors no_ 

8aiv, bow, S blades no- 

Saw, chain ao_ 

Silt', Hey^s no. 

Saw, movable back no. 

Scalpels 110- 

Scissors, straight no_ 

Tenaculum no_ 

Tourniquet, screw, with pud no_ 

Trephine, brush for no_ 

Trephine, coni<«l no- 

Trephme, lumdle for no- 

Trocar and cannula, straight, ^no. 
Wax piece- 



217. 



CONTENTS OF DENTAL CASE. 

(In dmall morocco ciinc.) 



Burnishers (Wos. S, 20, 36) no. 

Chweh (Nns. 77, m) no. 

Explorer (No. H) no_ 

EKuamttn-s (Not. 10, 74, 1(1, 

ei, Ul, S2, SB, lUt, 1/A m) _.no., 
FUes (S each of Nos. 00, 0, 1) ..no. 
Forc^, college no. 



3 
2 
1 

10 
6 
I 



Gutta-pcrclia gms. 

Handles for inatrunuiitfH no. 

Hone no. 

Mirror no. 

Paper, bibulous HbeetN- 

Bcaler (No. S) no. 

Spahda (No. 1) no. 



1 

12 
1 
1 
2 
1 
1 
1 
1 
3 
1 
2 
1 
1 
2 
1 
1 
1 



(i 



218. 



CONTENTS OF EMERGENCY CASE. 



Tablet* in 15-c. c. BoHlos. 

Acotanilidum mgms. 

Acidum tanuicum uignts. 

Aconiti tinctura c. c_ 

Aloini «)mi)ositiE 

Antipyrinum mgms. 

Antiseptic 

liismuthi Hulmitraii rngms. 

CarminativjB 

Cattiarticae composita; 

Chloral mgms. 

Digitalis tinctura c. c_ 

ErgotiDum mgms. 

Hydrargyrum chl. mite cum sodii 

bicarb 

Ipecacuanha et opium 

Morphinte sulphas mgms. 

Opii tinctura caniphoralii c. c_ 

Phenacetinnm mgms. 

Potassii bromidum mgms. 

Quininte sulphas mgnip. 

Sulphonal mgms. 



200 
324 
0.1 



324 



324 

0.3 
130 



8 

0.4 
,324 

324 
200 
324 



Hypodermic Tablets, in Tubes. 

Apomorphina' hydrocliIt»- 

rius* mgms 

Atn)j)in{e sulphas* mgin 

Cocain.x; hydrochloras nigms. 

Digitalinum* nigm. 

MorphiuH? sulphas* lugms. 

Nitroglyceriuum mgra. 

Quininai hydrochioriis mgms. 

Strychuina; sulphas mgm. 

Instruments. 

Biitmmj, curved mid straight, of 

•laeh no. 

Forceps, hHrmofUalie no. 

Ligature, silk gm_ 

Needles, surgical no 

Plaster, isinglass roll 

Sciaaors, straiglU « no 



Syringe, hypodermic no. 

Thermometer, clinical no- 



0 

(I. 05 
10 
1 

8 

0. 05 
32 
1 



* Tablets marked thus are in the bypodermic syringe case. 
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219. 



CONTENTS OF EYE AND EAR CASE. 

(Ill mahogany case, with leather pouch.) 



This list does not c«rrc8pond to tlio contents (jf all eye aiiil i-ar cusi's; dii«;ruiiaiici<« 

Hlioiild be, notf^d. 



BoUles, (J. 8., k-c-cJ- no. 

Caihet^, ettstachian^ h. r no.. 

Curette nO- 

Oijtiiotome and scoop no. 

Director, laclirymal no, 

Forceps, angular, for ear no 

Forests, cilia no_ 

Forceps, fixation no_ 

Forceps, iridectmny, awjnlar no^ 

Forcei>s, irUleclomy, mrred uo- 

Farcep', iridertmny, etraUjht no_ 

Jfook, hlnut . no_ 

Hook, hhtnf, curved shank no„ 

Honk, doidile iio_ 

Hook, sirahismvs ^no. 

Keralome, aiigvlar no_ 

Kniife { ISeer's), cataract no.. 

Knife {Graefe's), linear no. 

Kn\fe, iris no- 

Knife, iris, donhh'-edf/c no_ 

Lid holdcy, large and small lio.j 

Lid holder, hard rublier no-l 

Mirror, larpngeal no_i 

Mirror, lart/nyoscopic, with j 
head band no. 



Needle, curved iio_ 

^cedie, stop, cnrred no„ 

Needle, slop, slrahjld . no. 

Needle, straight no_ 

Needles, iine no. 

Ophthalmoscope no- 

Oplomeler (Tlumipsmi's) no- 

IVobfs, lachrymal, double, 

silrer no. 

Scalpel no. 

Scissors, curved on the fiat no. 

Scissors, iris ( \oi/es^ s)onhandle..uO- 

Seisso^-s, sirahisntus no. 

Sciss(_yrs, siraitjht . no. 

Scoop and hook, vietal .no. 

Silk, fine gm_ 

Speouhnis, ear, in nest uo- 

^Kcidnm, eye, slop no. 

Specnlum, eye, stop (Oraefe's)..tU)- 

Spotm, bus, h. r no. 

Spoon, lens, feneHtrated no. 

Sp«d, iJix's no. 

»S}iy(e«, lachrymal, silver no- 

Syringe (AwVs), with 3 tips no. 

Wax piece. 



CONTENTS OF FIELD CASE.* 

(In wooden caau, with leather pouch and isling strap with buckle ami snap limikM.) 



Bistoury, cnrved no. 

t^nlheter, sitrei', jointed no. 

Director and'anenrism needle — no. 
fbrcejM, artery and neeiUe, cum- 

bined no. 

Forceps, hone no.. 

Forceps, hullet no. 

Forceps, dressiny no.,^ 

Kn\fe, amputatiH<j,blade no.] 

JKn^e, amputating, handle no.! 



Ijigaturi', Bilk g"is 

Needles, wirfteon's no. 

Probe {Nelaton's) no. 

Saw hlarh; mmmble back lio. 

Saai blade, handle no. 

Scalpel no- 

Scimors, straight no. 

Serrefines ( La»i'e»heek^s) no. 

Tetuicalum no- 

Wax piece. 



3 
12 
1 
1 
1 
1 
1 
4 
1 
1 



•This t« the case rwcntly issued no "snrgwn'i! Held c;uje." 

221. CONTENTS OF FIEtD OPERATING CASE. 

(In mahogany cafe, with leather iM>uc.h.) 

This list does not correspond tn tln^ n ntents of all field up«trating cases; dis- 
crepancies sliould be nottHl, 



Bistoury, curved no. 

Bistoitry, airfed,prohe-pointed..-iiO- 

Bistouries, straight no. 

Catheters, silver, Not.S,6, andO-no- 
OaiUn, long no. 



Caiiin, medium no 

Director no 

Klevator no. 

EUseator a»draiipalory,cj>mbined do 
Fareept, artery, sprinn no. 



100 



MANUAL FOB THE MEDICAL DEPARTMENT. 
CONTENTS OF FIELD OPERATING CASE— Continued. 



fbrcepi, hone, mrved no. 

Forcepn, bnllet no. 

Forceps, dissecting no_ 

Forcep% dressing no_ 

ForcejiSj seqv^sirum no_ 

Knife^ ampnttUing, long no_ 

Knife, amputating, medium no. 

Knife, hernia no- 

Ligature, silk K>ii8_ 

Needle, aneurism, handle and 3 

tips no- 

Needle, Icet/, artery __ua_ 

Needles, surgeon's no- 

iVoic, bullet, long no- 

Probe (Ifi'Jatmt'f) no- 

Raaor no_ 

Betradors no- 



1 
1 
1 
1 
1 
1 
1 
1 
S 

1 i: 
1 

12 
1 
1 
1 



Saw, how, 3 blades no- 

Saw, chain no^ 

Saw, Heij's iu)_ 

metacarpal iio_ 

Scal^iel , no. 

Scissors, angular no_ 

Scissors, straight nu_ 

Sounds, steel, silvered, dtnthle 
curve, Nos. 1-2, S-/,, 5-6, 7- 

8, 9-10, 11-12 no_ 

Tenacidnm . no, 

Toumiqnet, screw, with pad no- 

Trephine, brush for no- 

l^epMue, conical, and handle-i\o- 

Trocar and cannula, curved no- 

Wax picce- 



222. 



CONTENTS OF H/EMOSTATIC FORCEPS CASE. 

(In morocco case, ) 



Ilalslead't straight no. 

Halslead's curved uo- 

Jones^s angvlar no_ 

Joneses straight no- 

Little's fenestrated no- 




Tait's long grip.-, uo 

TuU^s sfwrf grip no. 

Thomliin's T no. 

WfHtd^s (/*('*»/'«) large no. 

Wood's (f 'co»'») small uo- 



223. CONTENTS OF H/EMOSTATIC FORCEPS CASE. 

(Surgical chest.) 



HalsteatVs curved, light no- 

Halstead^ s curved, heavif u<j, 

Joneses straight no,. 



I'ratfs T-shaped no. 

Sennas hmg-jan', niouse-toothed^no. 



224. CONTENTS OF GENITO-URETHRAL CASE. 

(Ill rosewood case.) 



liougieft tlhoule (O/is's), metai^ 
nickel-])laled, Nos, 11, Iky 17, 
SI, '20, 30 no. 

Catheter, double curreniy silver no_ 

Catheter^ grooved and tunneled 
{Gonleifs), 'trUh ntylet no- 

Catheter and staff, gronred and 
tunneled {(rotdey^s), withstylet-no. 

Grin de Florence no. 

IHlator {Tfwmpson^s), inodijied 
by Gouley no- 

Director, $ili}ei- {Ootdey^n) uo. 

Ibrcepa, urethral {Thompami'B) -no. 



Gange, ftteel {American and 

I'Vench) no 

(iaiujes, pasfehoard [Ameriam 

mid Frenvh) no_ 

dtndt'!^, ivhalehove { tlfnde>j''i*)-~iu> 

(rtiitlefs, irhalehone no 

Knife, beaked {GoHlet/''s) no 

Sotmtin, set of fitting one 

handle set 

Sotmds, tunneled {Ootdey's) no. 

TeHocuhim {Gotdetfs) iio- 

Ih'efhrotome, dU(Umg{ Ooidey\'i), 

witii two tunnel tips no. 
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225. CONTENTS OF GENITO URINARY CASE. 

(In mahogany case.) 



Bhtfrttry for meatvA (Otis's) no. 

Bougies d houle (OUs's), metal, 
niekel^Uated, Nos', 8 lo 
imdusioe no* 

j!liulOBCope»[{(Hi»'e, h.r.). Not. 
^f, m, and 8S : no 

(lange (0(*8'«), steel no. 

(hiUles {Otis^s), whaJehoiie iio-' 

Soxtuih ( OlWs),Rh(iH-he(ikedySlMl, 
nickel-pltt(ed, JVos. 20 to HO, 
incbuive no. 



33 

3 
1 

2 



21 



VrethromeU^r { 0(is'«), hinffed no. 

llrothrometer, rubber covers 
for no 

Urethr(tl<nne, Mammiimre^n^ 
No, Sf Otie^s gtaujej vjUh iwo 
hlaile$, two filiform htmijie» 
and meexira tunneled tip for 
whnUhone guide no 

Ureihrotome, dilating {Olis^s), 
tiraighl, wUfi two hlwleti no. 



226. 



CONTENTS OF URETHRAL CASE. 

(In rosewowl case, with lock.) 



Bnt few of these have been insned. Tt is essentially th« same as the gRnito-nrinary 
case, but the arranf^oment and contouts are somewhat difTerent. 



liougieji d houle ( 0(is'«), metiil, 
nickel-plated, Nos. H to /»«, iii- 

cltuiive . no 

Catheter syringe, prOfUitic uo_ 

(rautje, steel no 

Sounds ( Otis'»),iihort-beaked,Meel, 
niiikel-plated. Not. 31 to Ifi, ia- 
diisive no. 




Urt'thrometer {OtW»), sjyring ^-i\o. 
Uretliromcter, rnblior covers 

for no 

IWilimtimie, dUaling {(Hin'i), 

Ktraighl, with Uoo blades no. 



227. CONTENTS OF MINOR OPERATING CASE. 

(In brass-bound mahogany case, with leather ])()ui li.) 



Bi^tourij, Gunned no 

Bistonrg, eurred, prfjbe-poiitted .no. 

Bistouries, straight no. 

Ginnu^i {liellocq'* s) „. .no. 

Vailteter, jtrostatic, silver no. 

Qdhelen, silver, Nos.3,6, nwiW.no. 

I)ireet/>r no. 

Ecraseur, wire, two lips no. 

Force2>s, arterif^fenestrat^'d, slide 

catch ... no. 

Ihrceps, bHllel no. 

Force}}s, diAsectiv^j no. 

Forceps, dressing . no. 

Forcejis, wsophagexil no. 

Forre)>s, tracheotomy (ifVoiw- 

seau's) no- 

Knife, ampufating no , 

Knife, hernia no. 

Iiigatnrc, silli gms.. 

Net^dle, arlerif, ifith fottr <y«„..no. 

Needle, key, artetij no. 

Needles, surgeon's no. 



1 
I 
2 
1 
1 
3 
I 
1 

1 
1 
1 
1 
1 

1 
1 
1 

5 
1 
I 
12 



Pliers, wire-cutting, stnall no 

I^ohang, oisophufjeal no 

IS'ohe { NiUat^m^ s) no 

Frobe (Hayre''8), viTtehrated no 

Scalpels no. 

Scissors, angular no. 

Scimors, curved no 

Scissors, straight no. 

Serrefines no. 

Sound, small no. 

Souufbt, steel, silrered, dmdde- 
nirre, Nos. 1-3, 3-.',, 5 -f;, 7-H, 

'J-tn, 11-12 no- 

Siaff, grooved, large no. 

St^f, groaned, medium no_ 

Staff [Slime's) no. 

I'eHamium no. 

Tonmlhlmne no- 

IVoc«r and canmda, aimed no. 

Tubes, tracheotomy, double uo. 

Wax piece. 
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228. CONTENTS OF OBSTETRICAL AND GYNECOLOGICAL CASE. 

(In leather trunk case, with handles and lock.) 



Bluni hook and crotchet, guarded ^ n o. 
BottlCfg. 8. mul g. c.,/or Little's 

saline mixture no. 

lioUle, g. s. and g. c.,/or sliiplic. no. 

Bottle, g. s, and g^ c.,for ergot no. 

Catheter {Sims^a) «igntoid, r«W«/_no. 
Cephalotribe(crattiolomii forceps) iio. 
DUalors (Bai»««'»), with eloji- 

cockt,elc no. 

Dilator, titerine, »maU no. 

Elevator, uterine {Sims^it), with 

two poinlft^ no. 

Forceps, long {Wallace' no. 

Forceps, placenta ( l^'omin's) no_ 

Forceps, short (BrickeWn) no. 

Fmis clamp (I^tlling's) — . no. 

Perforator {Thmuas's) no- 



Probe, uterine, tUver, with silrer 
applicator, set-serew handle, 
aiul sponge tent expeller no_ 

Scarifier (Butties' ») no. 

Scis6or», vterine, curved cm the 
flat no. 

Souml.foliUng (Simp»mt's) no- 

Specuhun, vaginal ,a-Hfl anal, 
couihined no. 

Supposibiry tube, intra-vteriue, 
h. r no. 

S/tritufe, rubber, telf-injecling . no. 

Tampon, miatt . no. 

Tenaculum (Noll's) no. 

ZVons/unon net (Friier'n)* no. 

Vectit, with hamile . no. 



* With dirvctioHH for upe, and consisting of a rubber tube with two bulbs, a gloss 
roceivur, and girur's and ruceivor's caunulte. 



CONTENTS OF POCKET CASE, ASEPTIC. 

(In leather case, with metal clips and chamois cover.) 



Bithmrg, etirved no 

BMourg, cvnml, probe-pottUed.no 

Bistoury, straight no 

Catheter,joinled, male andfemale 

tips no- 

Carnlic holder no- 

Ibrceps,ue^Me and fenestrated, 

oHery no. 

fhrceps, long-jaived no. 

Lanoet, thumb no. 

Iiigatnro, silk gm. 

Needle, aneurism no. 



Needle, nneurimn, and grooved 

director no. 

Needle, exploring no. 

NiiiHlles, surgeon's no. 

Prolie (Nilatoti's) no. 

Probe, silver no. 

Scalpel no. 

Scissors no. 

Teuaadum no- 

Ten»to>u« no. 

Wax piece. 



230. CONTENTS OF POCKET CASE, PERSONAL. 

(In htather case, with leather or gntts-percha cover.) 
This case was formerly part of the "personal sot." 



Bistoury, cnrced no. 

Bislonry, curved, probe-point&l no. 

Bisloury, straight no. 

Catluter , jointed, male and female 

lips no. 

Coutttc holder no. 

Virector, grooved no. 

Forceps, tartery, fenestrated no. 

Forceps, dissecting no. 

fbrceps, dressing no. 

Lmcei^ thumb no- 



Ligature, silk gm. 

Needle, aneurism no. 

Necille, erploring no. 

Necdif*, surgeon'H no. 

I*roJnts no. 

Probs (Ml-alon's) no. 

Scapel no.. 

Scissors no. 

Tenaculum no- 

Teno*nnui no. 

Wax piece. 
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231. 



CONTENTS OF POCKET CASE, POST. 



This name will bo used when reference is made to the red morocco pocket caBe 
with chamois cover issued durins the past few years for post use. 

The list of contents is the same ae that of the aseptic pocket case, bat the anenriem 
and exploring needlea, knives, and tenaculam are detachable from the two hard- 
rubber or ivory handles. Some cases contain a combined ne«dle and fenestrated 
artery forceps and a hasmostatic forceps; others a plain artery and a dressing forceps. 



232. 



CONTENTS OF POST-MORTEM CASE. 



(Handles of saw and of all knives arc of ebony; those of costotome, hammer, and 
tenaculum are of steel. In maliogany box.) 

Most of the post-mortem cases now in use are in acrordanoe with the following list. 



hloiepipe no- 

Chain atid Jiooit no 

Chisel no- 

(hMotoine chhi'l no_ 

Eiittirotmne no_ 

Forceps, dim'cting . no- 

Hammer, steel no- 

Knife, amptilatiag, large no- 



Kn\fe, amptttaliuyf stiiall no,. 

Knife, cartilage uo. 

Needles (and thread) uo. 

S<iM no. 

Si'alpi'h, amn-fed no. 

ScimrrHy straight no. 

Tmaculmn uo. 



233. 



CONTENTS OF DISSECTING CASE. 

(In wowien case.) 



This cose is dropped from the regular list of the Supply Tahle, as it is practically 
duplicated hy the post-mortem case. Those now on hand will be issued to the 
smaller pmU in lieu of the larger post-mortem case. Its contents are as follows : 



Blowpipe . no. 

Chain awl hook no. 

Chisel no. 

Enterotome no. 

Forceps, dissecting no. 




Knife, cartilage no. 

Needles (and thread) no. 

Scalpels, assorted no. 

Scissnrs, straight no. 

Teitaculum no- 



234. CONTENTS OF STOMACH-PUMP CASE. 

(In mahogany ca«<', with lock and key.) 



Foot, metal no. 

Gag, mmilh no_ 

Oag, serew no. 

Hose,ftlUng and ejpc.limi no. 

Vipe, injecting, ivory, mujuUxr — no_ 



Pipes, injecting, ieoni, straighl.no. 

Pipe guard, rerlal no- 

Piimp, brass, with leiier no. 

Tid>e,rectal {W Beirne's) no. 

Tid>e, stomach no. 



236. CONTENTS OF TOOTH-EXTRACTING CASE. 

(In leather-covered case, with lock and double handle.) 



Elevators {Nos. (1 and 7) no. 

Foroeps, cow/tom {Ko. 23) uo. 

Forceps, lower Imuspid and ca- 
nine (No. HI) no- 

Forceps, lower iticuior and idcus- 
pid (JVb. Ill) no- 

Fnrceps, lomv molar (ATo. 15) _.no_ 

fbrcepi, tmivenal root {No. 7) no- 



Forceps, upper hicuspid and ca- 
nine (No. 11) no. 

Forceps, npjier front root (No. 1) no. 

fbrcepa, ttj>pcr incisor and ca- 
nine {No. l!f) no 

Forc-eps, uppei' rnolar (No. lS). uo. 

Forcfpi, upper irl>tilimi (No. 10) no. 

Vam'f'i, gum no. 
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236. CONTENTS OF CASE OF TRIAL LENSES. 

BAOSCH & IiOMB. 
(In mahogany case, with lock and two keys.) 

Twenty pairs spherical convex lenses. 

Twenty pairs spherical concave lenses, both from S to 160 Dngliah indies foeus. (D, iO-0.05.) 
Eleven :^Hndrical convex lenses. 

Eleven cylindrical cmiaace leases, both from 8.88 to 160 English indies focus. (D. i. 

50-0.2.5.) 
Six prisms, S°, S°, U°, 8°, 1S°. 

Fire discs, one white and one ground glass, one platn metdlf one metal with hole in center, 

and one metal with stenopaic slit. 
Fonr colored glasses — red, blue, green, and broitm. 
One graduated trial frame. No. S, double cell. 
One graduated trial frame, No, St, double cell, adjustable. 

QUEEN. 

(In mahogany case, with Jock and key.) 
Twenty pairs sphericnl convex lenses. 

Twenty pairs spherical concave lenses, both from 2 to ttS inches focus. 
Eigld cylindrical convex lenses. 

Eight cylindricid noncave lenses, both from 0 to 7S inches focus. 

Five prisms, 3°, S° i^, fP, S°. 

Three metal diitcH, one plain, one with hole in center, and one vfith stenftpaic slit. 
Four colored glasses — red, blue, green, and brnion. 
One single lens Itoldar, 
One trial frame, 

237. INHALER AND VAPORIZER. 

This consiats of a nirkel-platcd stand, with boiler, spirit lamp, and detachable 
handle. There are two attachments, a long inhaler and short deodorizer; both 
have a reservoir holding sponge saturated with the preparation to be vaporized. 

238. MICROSCOPES. 

The names of tho manufacturer and of the microscope will bo noted on all 
invoices, receipts, and property returns. 

THE "UNIVERSAL" MICROSCOPE. 

Made by the Bansch & Lomb Optical Company. In two cases, the contents of 
which are ns follows : 



Microscope Case. 

(In upright cherry-wood case, 
with handle, lock, iiiid extra | 
houk and post fastenings.) | 

Hiand, " VnirersaV^ no. 

Glass stage and slide carrier no- 

Eyepieces, A and C no 

Eyepiece micrometer no, 

Concave ixnil plain mirror uo- 

Ohjectire, 2-inch no. 

Objective, ^-inch , iiO- 

Objective, l-titeh uo- 

Objective, "i^g-irtcA.^ no_ 

Abbe condenser with iris dio- 

phragm no_ 

Double nosepiece no- 

Iris diaphraipn, ivith svftstaije 
adapter arranged to take dia- 
phragm or objeciive ^ nO- 

BemMng diaphragm no 

SuWs-et/e ccmdeuser no_ 

Stage fwceps no- 

Gamera lucida n<>- 

Forceps , no- 



Glass covers no. 

Glass slides , no, 

Case of Microscopical Acces- 
sories. 

(In cherry-wood case, with 

liBiidle, lock, and extra houlc 

and post fasteuinga) 

Microtome no- 

Knifefor same, one siilejlal, in 

case . no_ 

Syringe, bra^s, trilk four pipes 

and stopco<:k, incase -.no- 

Turtttable, self-cetilmng no- 

Glasa slides da/,_ 

Glass covers gnis. 

Carmine gnis- 

Canada Imlsiini gnis- 

linharn bottle no- 

/^■oppiug Ijnltle, for oil of cedar-^no- 

Gentian violet gms, 

Bismarck brown gms. 

Methyl blue gn'S- 

Fuchein gnis- 

Anilincoil . c. c- 

Paraflin kilo- 



1 
1 
i 
30 
15 
30 
1 
I 
4 
4 
4 
4 
60 
U 
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Eyepiece A, 2-inch objective gives about 
25 diam. 

Eyepiece A, %-imh objective gives about 
50 diam. 



Eyepiece C, 2-iuch objective give* about 
50 diam. 

Eyepiece C, l-incli objective gives about 
100 diam. 



Eyepiece A, J-in<!h objective gives about ' Eyepiece C, J-incli objective gives alioiit 

210 diam. 420 diam. 

Eyepiece A, jV'"'''' objective gives about j Eyepiece C, ^'j-iiich olijectivc gives about 

570 diam. | 1140 diam. 

THE "INVESTIGATOR" MICKOSCOPE. 

Made by tlie Bansch & Lorab Optical Company, and uf which many have liuen 
issued, consists of the following : 



Microscope Cass. 

The contents of this case are the same 
as those of the Universal microscope, tlio 
stand aloite being of a slightly Uifiereut 
Iiattern. 



In cases, etc., as above. 



Case of Microscopical Acces- 
sories. 

Hectinn cutter, wiOi freezing ap- 

purtiim , no_ 

UcuMr, lauie,, one side flixl, with 

handle^ in cane no- 

Syringe, l'>-r.. ^rasw, *ritk 

four })i)u's (tiiii stojir.i'Ck, ill. 

ciViC ru) . 

Tnriitatih; nrlf-rentt'ring no. 

Glass covers gms 

Glass slides do?. 

Carmine gms- 

Canada balsam gins 

Kalmm liottle no. 

Ih-opping hottle, for cetiiir oU^^iui.. 



I 
1 

;«) 
4 

ir. 

30 

I 
1 



THK "CONTINENTAI." MICKOSCOPE. 

Hade by the Bausch & Ijomb Optical Company. In one case fnpriglit cherry 
wood, with handle, lock, and extra liouk and post fastenings — no sejiarato caw! of 
accessories accomi>anii>s this niicroscopej, the contents of which are as follows : 



Stand, Vhiverml, JiU no- 

Etj<q>iec.es no- 

Ahlie cmideiiser. Kith irU dia- 
jilirmjm no- 



Otijectiw, I no. 

Otfiective, i -.no. 

(JIgectiee, t'j, oil immeruum nu. 



239. 



SURGICAL PUMP. 



(In leather bag, with lock ant] koy, und directions for use. Tiioso lieretofore issnod 
are of two or three different patterns, and ilo not exactly tHirresitond to tlUn Hat. ) 

Allen's Surgical Pump, Ko. 12, will in future be supplied, and coDKiHtft of the fol* 
lowing outfit : 



Bottles^ g. s no 

Hottles (rialtt) no. 

OcUheter and connector no 

Glamp aitacfiment no. 

Cock, two-way, inbin-ry f(tr ivjeii- 

ing . _.no 

Conmector tvA)*)-^^-. no 

Vonnectors with ent-offn no. 

CtyupUngt*, *' Irnwermr^ no 

Clipper, uterine^ ineMl^. no. 

Otipper glasseit no 

iHlator, uterme, large no. 

Dilator, ttterinen, Hmall^- Ho, 

21205 14 



Dilator, uterine, silk covers 

for no. 

Xfetiiefi, (X^iraling.. ,,.. no. 

Pipe, hreml, nipple (<jIom) no, 

PipeSy syringe .ear, pof^luanaly 

vagiwdf recinl, anri vferimi)^^Do. 

Pamp^ i) cm. and tnbt: no- 

I'ump, extra tul>o for_*-,— -wo. 

Tampom no . 

Tampons, extra bags for no. 

Trocar, dome no- 

Ttthe^ fftomarh and Cftuitfctor^^uO- 
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240. 



HYPODERMIC SYRINGE. 



These syringes m now issued bave as accessories, besides two needles and extra 
wires {the needles and wires are expendable), one tube of each of the following 
hypodermic tablets : 



Apomorphinse hydrochlo- 

ras mgms_! C 

Atropinaj 8ulpli;i8 mgm-l 0. 05 



Digitalinnm ingm. 

Morphinu) siilpliiis mgms. 



241. 



THERMO-CAUTERY, PAQUELIN'S. 



( In morocco ciise.) 

Au improved pattern has recently l<een adopted. The contents are tlio same 
except that the combustion chamber or lanip Is omitted, the modified reservoir for 
hydrocarbon rendering it unnecessary. 



ApparalHS, ilouble bulb, for mtp- 
plyiug air no- 

Ganlerif buUon no. 

Caulenj knife no. 

Cornbiiidon chamber (lainp)^ 
nickel-plalni no- 



Jfmtdle, coMiadaied, ebony no 

Jletervoir for lit/ilrooarbon, 

nickel-plated no. 

Tube, lengthening no. 

Tube, rubber no. 



242. 



TYPEWRITER. 



The typewriting machine, as issued, has the following outfit, with printed circular 
of inatructloDB : 



Impression strips (extra) no. 

Key for mainspring* no. 

Oil can no. 

Oil bott- 

Ribbon, copying, indeliblcf no. 

Bibbon, record, black no- 

Bibbon shield (extra) no- 




Screw-driver no. 

Spool», forribboua pairs. 

l\/pe ivheelf* large and tMoll 

capitals no. 

Type viheel, large Uoman no. 

Type viheel, imall Soman no. 



*The new pattern or remodeled machine has the key for mainspring attached, and 
a type shuttle is used instead of a type wheel. 

fSIedical officers to whom typewriting machines have been issued will !« partic- 
ular, by timely rei|uiHitioD, to keep a supply of froshly-inlsed typewriting ribbons, and 
to see that tlio "hammer-spring adjusting ant " on the back of the niacbineis so set 
OS to secure a forcible impression when each key is struck. 

243. VISION-TEST SET. 

Thie »et cmdain»— 

1 . A get of three test cards for use at distances of 13, 16}4, and 20 feet, respectively^ 
bearing the test characters. 

2. A simple optometer consisting of two lenses, one of 4-inch and the other of 10- 
inch focal length ; a brass holder with graduated bar and sliding test-type bolder ; six 
test-type cards, numbered 1, for the nieasurpinent of defects of refraction and accom- 
modation, and si.x tyite-test cards, nnniliered 2, for the measurement of astigmatism. 
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3. A set of test wools for the detection of coloT-lilindnesa, consisting of tlireo 
larger skeins of "test colors" (one pale green, one rose col«r, called purple, and 
one bright red) ; and one hundred and forty- four small skeins of "confusion colors," 
as follows : 

Of pure gray, four shades, two skeins of each. 

Of the colors named below, eight shades, one skein of each, all wrapped in a piece 
of muslin 1 meter square. 

Hair-brown. Orange. Blues No. 1. 

Lion-brown. Yellow. Blue, No. 2. 

Olive-brown. Yellow-green. Violet. 

Wood-brown. (Uive-grenn. Purple, No. I (Rose Vii toriii). 

Pearl-gray. Green. Purple, No. 2, 

Scarlet. Bliie-(!;reeii. 

4. A small paper liox in whicli to keep the extra lens anil the twelve test-type cards. 
6. A pamphlet of directions for using tlie vision-tent sot. 

G. A painted tin box containing all the foregoing. 



The cases named in the following list, viss, amputating, exsectinp;, general operat- 
ing, and trephining, formed the "personal set" isBued to medli al otlicers prior to 
186S. Upon the adoption in the latter yeiir of the personal set until recently issued 
individually to medical officers the former cases were transferred to hospitals as post 
cases of instniments, and a considerable number are still in use. 



244. 



CONTENTS OF AMPUTATING CASE. 

(In mahogany case.) 



CalUn, long no. 

CatUrtf Hmall . no. 

Forceps, artery, spring-catch no. 

Forceps, hime {nipperH) . no_ 

Knife, anqmtating, long no_ 

Knife, anipntating, medium no_ 

Knife, amputating, small no. 

Ligature, silk—' gtns. 




Ifeedle, aneitrimi no. 

Needles, snrgeon's no. 

Sale, how, ttfobhuleii no. 

Saw, metacarjial no. 

Scalpel no- 

7'enacHlHni , no. 

'Ibumiipiel, Kcrew, wUlipiul no. 

Wax piece. 



1 

12 
1 
1 

r 
1 
1 
1 



245. CONTENTS OF EXSECTING CASE. 

(In mahogany case, with gutta-percha cover.) 



CRiwI no. 

Kcramur, chain no. 

Jbrceps, bone, gunge no. 

i>Wcep<, Iione, long no. 

fbree/w, teijaettmrn . no. 



Gauge no. 

Knife, lenti^lur no. 

lietractors nO-, 

Saw, clinin »-UO_ 

IVitphiue uo. 
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246. 



CONTENTS OF GENERAL OPERATING CASE. 



This set consists of two mahogany boxes with locks and keys, carried iu a leather 
or heavy gutta-percha poucli, and containing the following : 



Box No. I. 

Biatounjy airved no- 

Tihtourf/^ curved^ pr obe-poiuO'U ^no. 

Uit'oury, gtraiykl no- 

CMn no. 

Forceps, bullet no. 

Forcep*^ dmvvting , wo. 

ForcepHf dreiwingt curved no_ 

ForcepSy dpsophmjeal no. 

HMfk, double no. 

Knife, amputating^ snudl no- 

Knife^ hernia no. 

Needle^ anewUm, handle and 
Jour tips no_ 



Needle^ cataract no. 

Needle^ ket/, arferi/ no. 

Needles, Piirjioon's no. 

SaWf movable back no. 

iScisBors^ ciireed no. 

ScMsors, straigfU i\iK 

Scalpels no. 

Tena^^tdnm uo_ 

TcmriUquet, Jield no. 

Trocar and canmda^ straight no. 

Box No. 2. 

Cai-heters, vicUdlU 

Sounds, meUdlic, double-curve-no^ 



247. 



CONTENTS OF TREPHINING CASE. 

(Ill small mahogany box.) 



Elemtor no- 

Saw (lleg'n) no- 

Scalpel oik! raspatorg no- 



Trephine, hrtmhe^foir no. 

7Vq?At«e, r-otticfU no. 

IVephitie, handle fur iio. 



1 
1 
Vi 
1 
1 
I 
3 
1 
1 
1 



248. 



BACTERIOLOGICAL SET. 



Apparahu, filling, and stand iio_ 

Baskets, wire, for sterilizer no 

Ilath, tripod for lo 

Dielms, doalilu(l'utri'a) no. 

Filters (Pusttfur''s), vimmtetl in 

jiask no_ 

Flaska {ErlemneiierU), Aili-c. c.uo. 
Ittctthat'yr, lead-lined, cm, U5.5 

xi'1.5 x3().S* no. 

Miero-bnmer, IJlanie. no. 

Piiper, filtoring (Swodisli) yrs 

Pipettes, 1-c. c no- 

I'liitiniira wire, heavy, 
10-cm pieces. 



1 

4 
1 

12 
1 

12 

1 
1 

2 
2 



Platinum wiro, mpilium, 

lU-cni piccMi. 

Hetjululor, (ja8{Rei<:hprt's) no. 

Hterili::t.'r, hot-air, cnii. 38 X '^8 

X %')Jf no. 

Syringe, sterilizahle (Koch's), 

1-c. o no- 

Teftmetttnre, footed, 10-c. c no. 

Ted Inhe, balk for, copper uo. 

Ttwttnbt>H, thin gloai, 16s:in. 

X 18 mm. bore no- 

Thermomet(<r»,0-SO° (J no- 

Thermometer, O-IKMfi C no. 



3(» 
2 
1 



* At BtatioDS where there is no gas nu iacubutor, tu bo heated by putrulonm flame, 
may be obtained upon application. 



249. 



CHEMICAL SET. 



' Chemicals. 

Acid, arseuong AbjOj grams- 50 

Acid, oxalic, H,Gi042HjO-.grams- 100 
Alcohol, ethylic, abs. V^llr 

OH grams _ KM) 



Anmionium m o 1 y b d a t e 

{NH4I2M0O4 1 grams- 5(1 

Anilin CeHjNHj gram». 50 

Barium chlorid, BaCI'- 

2II2O grams- 00 

Calcium carbonatu, CaCoj.grms- 50 
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Chemicals— Coutinuod. 

Calcium chlorld, f!aClj__- granm 

Ferrons sulfid FeS grams. 

Potassium dich roinate, 

KjCrjOj grama. 

Potasginm cyauid, KCN — giams. 
Potassium ferricyauid, 

F<;(CN)i2 grams- 

Potassium fiMTocyanid, K*"- 

Fe(CN)83HsO grams. 

Potassinm liydrate, KOH.grains. 
Potassium Bnlphouyaoatc, 

KSCN grams. 

Sodium pliosphato, dry, 

Na2UP04 grams„ 

Sodium hydrate, NaOII — grams, 
Sodiuin thiosulphatu, Nag- 

SjOaSHjO -grams 

Stannous clilurid, SnCl,- 

2HjO grama 

Urauic nitrate, U()j(N()3)j- 

6H jO grams. 

Miitiiyl oraugo, NH4i,'i4- 

1114X3803 grams 

Naphtli y 1 a 111 i u 0 , Oinltj- 

NIlj grams 

Plitiiiolph til al ciu , ('a,- 
UJ4O4 grams 



Apparatus. 

BeaJeers, lOO-SnOe. c— — no. 

BvUles, g.n.H. m. SO, 100, 300 c.c.iki 

Hareiten 110 

BnreHe dipt no. 

Caiwulcg, porcrlain, iiiwt of 

six ni'st. 

0'ttj)«uiiJ8,j)oriwtaiii, 100-v. r no. 

OttjfmUt, porcelaia, SSO-c. c no. 



I Corlis, India ruMwr, perfo- 

1' rated doz, 

50 : Crucibles^porcelain, cmiical 110. 

lUO !• Filters, cut, wliite (in 

ji paclsa of 100) pl^gs. 

100 Ij Flaaks^Jlat-hotUmtcd, with Up no. 

50 I Plasks, roiind-hoUonif^fl, long 

Ij neck no. 

25 I Plasks^SchmU'r^fif etujiperetl iio_ 

! FoiTepSj sinall , no. 

25 Fminel tul>«s no. 

200 Funnel^ glass no. 

I Ol<a$e», Jfe»!tT, 60-c, 0 no. 

50 J'ipe, hloek tin, 9-mtii., fur 

I condeuttinffdistilledwaiet'fim^U^VH- 

5() ! Pipetles, 10-c. c no. 

200 ripeUe,er,^'.c no, 

Pipi llp, lO-c. c, gnuliKUed no. 

100 liidiimm, criicihle, SO-k. c nil. 

Hetorts, 1-liter, Ui^pperetl no . 

50 Hods, glass no 

SpaluloH or ftpontm, pni-celnin .^ilu 

50 Still, coj^jicr, i^-lt/i'r iio. 

Stopcocks for ruttiwr inUiinj no. 

10 Ted gUuBeii, fooled no - 

2'ii)i<"», Ca €1 no- 

Tid>e», U 110- 

Wath boUle no. 

10 Watch glassiis no 

Water bath for drying no. 

Miscellaneous. 

(■) i Alumininm foil grama.. 

2 t j C'oppiir foil . j;r!uris 

<J]a8s, blut^ sij. cm 

4 :i Iron wirr grams. 

jl ['liitiniini foil HI). cm. 

1 , Wire gauieo sq.cm. 

C I Zinc foil s<|. cm. 

3 j Zinc, granulatod grams. 



0 
2 
1 
1 
1 
2 

12 
2 
1 
'I 

12 
2 

1 
(5 
I 



16 

25 
9 
50 
2(1 
60 
20 

\m 



250. LIST OF BOOKS CONTAINED IN WOOD'S LIBRARY OF 
STANDARD MEDICAL AUTHORS. 

By jxars, 1879 to 18(47, inclusive. 



1879. 

liiHcxm-^ of f'hildren . Ellis. 

Uisemes of the hitestim'H and Pe^ifymetim 

[ Various an tliors. I i 

Diseases of the him , ,H rois Frerichs. j 

Oueuset ofOie Herimm Snelem, 3 roln, j 
Rosenthal. ; 

Diseases of Women Tait. i 

Infant Feeding Koutli. j 

Manual of fiimjenj Clarke. \ 

Materia MeiUca and TlieraiMtutict- Ph i 1 1 i ps. j 
But md Paia Hilton. [ 



1880. 

Diagnosiif uud 'IVeatmtmt of Kar IHM^utH's. 

Buck. 

Femate I'etrte. Organs J^avagc. 

Foreign liodieH in Snrgerif, ^ volJi Pouli't. 

fVlnc<totlftl Nermntt VitwaneH PHt/.«l. 

Uatidtiook of l*kii$iad Di'dr/nosis.Guttmati. 

Minor Siiriiical (lijnteeotogij Mundc. 

I'tiai ipij-, ljarjfnx,(md !/Va(.-A('((.Ma<:iienzif!, 
Trealim oti Tkerapeiitu*, •! lo/s.Troussimu. 
Veueretd Diseases . . ......Keyui. 
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LIST OF BOOKS CONTAINED IN WOOD'S LIBRARY OF STANDARD 
MEDICAL AUTHORS-Ooniinued. 



1881. 

A Medical Formulary Johnsou. 

Artijicial Anseatftesia and AiueMheUcs. 

Lyman. 

A Trealise on Albuminnria Dickineou 

DUtaeet o/ the Bladder Coiilson. 

Diieases of the A'l/e Noyes. 

Diteateg of the Joints Barwell. 

Diseases of Old Age —Charcot and Loomis. 

Food and Dieletice Pavy. 

Getveral Medical Chemistry VVitthaus. 

Uawtbookof Uterine ThengaeuHcs Tilt. 

Materia Medico and jTAerapeu^tw of the Skin. 

Piffard. 

Tlie Ckmtlimed Fevers Wilson. 

1882. 

AstlntM Saltor. 

Diseases of the Kectum and Amus liulsey. 

lUuttratioHS of Disaectiotis, 2 vols. 

Kllis ami Ford. 
I/eclures on Diseases of Chitnren — Henoch. 

Illegal Medicine, Z vols , Tidy. 

Materia Medica and Therapeutics, 2 vols, 

Phillips. 
Mental PtUholoijij and Therapeutics. 

(iriesinger. 

Practical Medical Anatmuii ^Kannoy. 

Bheuniatisrnf Gout, and Allied Diseases. 

Longstretb. 

1883. 

A Text-book of Patltoloijieal Anatomti, vol. 1. 

Zicgler. 

DiseaSfS and Injuries of the Horse Kirhy. 

Diseases of Women Fritscfi. 

]{andboolc of I'jlectro'Therapentics Krb. 

llereditarif Suphilis Diday and Sturgis. 

Manual of Gijmecvlogii, Sf vols. 

Hart and Harlionr. 
Manual of Practical Hygiene^ 3 rots. Varkcs. 
The Micro8co}te and Us Hevelaiions^ 3 voli,. 

Carpenter. 

TreatmeM of Wounds Pilcher. 

1884. 

A Tej-t-book of Pal/Mlogical Anatomn, vol 3. 

Diseases of the Heart . Paul. 

Disease* of Uriuartj and Mate Sexual 
Orgims Bulfluld. 



Koojjer's Physician^s Vade Mecam, S rols. 

Hooper. 

Legal Medicine, vol. Tidy. 

Malaria and Malarial Diseases— Sternherg. 
Medical Bolanu of NortliAmerica^J ohiiBoa. 
(Bsaphagta, Xote, and Naio-Pharynx. 

Mackenzie. 
PaOiology and ZVeafment of Gonotrhoea. 

Milton. 

Practical Manual of Obstetrics. 

Verrier and Partridge, 
2Vierojpe«<»c» of (he Sesfiiraior]/ Passages. 

James. 

i88S. 

Asiatic Cholera . Wendt, 

Climatology and Mineral Waters Bell. 

Diseases of the Brain and Spinai Cord. 

Gowers. 

Diseases of the Lungs See. 

Spilepsj/ Gowers. 

JlundtMok of Phj/siology, S vols Kirke. 

i/nman (MeoUgy ' Holden. 

Poisons: 'their ijfccU and Aulidotea, g »«{«. 

Blyth. 

Senal and Urinary Affeclimit Dickinson. 

Wasting Diseases of It^fatita atid Children, 

8mitli. 

1886. 

Blood, nutrition, and Infectiowe Diseases, 
Iiichhorst. 

Diseases of Oie Circidalonj and Semiratory 
Apparatus Eichhorst, 

Diseases of the Digestive, Innartj, and Sexual 
Apimratm Kichhorst, 

Dineaws of the Lungs and Pleurtc Powell, 

Diseases of the Nerres, Muscles, and Skin, 
Blchhorst. 

Diseases of the Spinal Cord Dramwell. 

Diseases of ttte Stomach, Intestines, etc. 

Diyardiu-Beanmetz. 

Etectrohfsis Amory. 

Hippocrates, Works of, 2 vols Adams. 

Lisanity Blauford, 

lilteumatitm lOaclagan. 

1887. 

A Text-book of Pathological Anatomy, vol.3, 

Ziegler. 

This volume was imblished in 1887 to 
complete the work, and is the last volume 



of tlio " Library. 
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CONTENTS OF TOOL CHEST. 



(In cliost with hasp iiiuges, corners -with angle irons, handio ou each end, lock 

and key.j 



1 aw/, hrady and handle^ 1 hy inch icide. 
1 hrady mid handle^ 1^ by ^ inchwide. 
1 aitflf brad, and )tandl^^ g tttf ^ inch wUle, 
1 aM»', ftcratch, cad steely S-inch. 
1 hitf augevy ca^t steely ^-inck. 
1 hit-, aiKjer, cast stee!^ j^-inch. 
1 hity au(/er, cast steel, l~inch. 
1 hUj gindeti double cut^ No. i, cast steel, 
1 hity gimlety double cu/. No. cast steel. 
1 hit, gimlely do\d)le cid^ No. cast steel. 
1 hity screw'drit)et\ extra east steely polished. 
1 brace, Bpojford'^s nickel^ improved^ 7-inch 
sweep. 

1 chalk line, soft^ with reel and awl, complete. 
J chisel^ firmer^ c<int-iiti;e/ socket^ l^-itich. 
1 chiael^ firmer i caststt'.el snekety l-iurh. 
1 chinely firmer^ cast-steel socket, l}/^-ineh. 
1 diiddttVy with sei screw, solid cant ^^elyS^invh. 
i drawiytg knife, carpenter'* », oval blades 
10-inch. 

1 fdf., handsaWy with handle, 3 inches long. 
1 file., handsaw, with handle, U incJies hmy. 
i file, handsaw, with handle^ AJ^ inches long. 
I file, hiistardifiat, with handle, 10 i$ich4-M long. 
I gimlet^ donfde cut, tvooden handle, No. 1. 
1 gimlet^ double cut, ivooden handle, No. 2. 
1 gimlet^ double cut, u^oodoi handle^ No. 
1 gauge, marking, beechwood, with set screw, 
1 hammer, nail, adz-eye, cast steel. 
1 hatchet, shingling. 

1 malkty carpenter's, rnorlised handlCf t» inches 



1 nail puller, large. 

1 nail set, stjHare, polished ^ solid cast Meet, 
U'inch. 

1 nails, box of, steel wire, asaorted ("Sol- 
omon Guudy"). 

1 nipper8,plier and cutting, combined, €-i>wh, 

1 oiler^ siijc, No. ^. 

1 oUstone ( Washita), 1}^ lbs. 

1 pinchers, carpenter^ s, ^eljaw, lO'inch, 

1 plane, fore, double iron. 

1 plane, jack, doidtleiron. 

1 plane, rabbet, double inm. 

1 plane, smoolhing, dimble iron, 

1 plane, hollow. No. 10. 

1 plane, rounding, No. 10. 

1 rasp, wood, oval, vnth handle^ 10 inches 
long. 

1 ride, boxwood, square joints, Sths and Uiths, 

1 inch widt , 2-foot. 
1 saw, hand, ^'i-invh. 
I saio, panel, 16-inch. 
1 sdu), rip. 

1 scn'w-dHrt>r, »did cast, steel, 3-iHch, 

1 ficrew-drirm; solid cast steel, 5-inch, 

/ scren:, hand, 8-ineh. 

1 sci-rio urrench, wrought bar, 10-inch^ 

I spirit level, pocket, iron top pl<jdefjapa%ined, 

1 Hpokt'shave, wood, if-inch. 

1 trif stpiore, rosewooii, gradwUed, steM blade, 

tP-inch* 
1 vine, bench^ and irotu 
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CONTENTS OF HOSPITAL-CORPS POUCH. 



AinmniiiHi spiritus aroniaticiis, 
in flaslc witli cup c. c. 

nandages, gauze, sterilized - .no. 

Case, containing pins, common 
and safety, seumon eutd dre»t- 
ing forc^is^ no- 



GO 
6 



j Firnt-aiiJ jiackctii no 

I Juckkni/e and mw hlaiie no 

I Hnhber bixwlage ...no, 

\ Splints, wire gau/.o for, in 

I roll yd 

! Surgical plaster sixiol. 
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CONTENTS OF ORDERLY POUCH. 



Ammonia) spiritus aromaticns, 

in flask with cup c. c- 

Antiseptic tablets bott. 

Bandages, roller uo. 

OcOKy pocM no_ 

Chloroformum, in case gm8„ 

Catheter8,Eng.,rubbcr,inboX_no. 
Diagnosis tagsand iMmcil__book_ 

Hrst-aid packets no_ 

Gauze, plain, 1-yd. pieces no_ 

Jackknife, mUh mto blade uo. 



60 
1 
6 
1 

100 
1 
1 
4 
i 
1 



Ligatures, catgut, assorted.bott- 
Hist, cliloroformi ct opii, in 

case <■. c. 

Pins, coniinoij and safety, of 

each pal)er- 

Rubber lounwiiiet ..no. 

Scwwora no_ 

Splints, wire gauze for, iu roll yd 

Surgical plaster bjiooI. 

Si/riiige, hypodermie no- 

'firay no_ 



30 

1 
1 
1 
1 

1 
1 
1 



NoTK. — Syringe, hypodermic, contains tablets of morphia) sulpb., strychnina, aiw 
morpbia,and digltalinum. 

Pocket case contains in pocket, snrgeoit's needles, diver wire, silk and silkworm 
gut ligatures. 
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264. CONTENTS OF MEDICAL CHEST, U. S. ARMY (No. I). 

A list of contents is stamped on morocco pad, which is carried, rerertied, under the 
cover of chest. 



Contents of Tray. 

Left of Tbay. 
Tablets in 120-c. c. bottles. 

Acetanilidum mgrns. 200 

Oamphora et opium 

Carminativte 

Catharticas compositai 

Copaibie compositie 

Ipecacuanha et opium mgms- 321 

Linimentum rubefaciena 

Magiiesii sulphas, in bulk 

(2 botts.) 

Mistura glycyrrhiz.* comp 

Potassli bromidum mgms. 324 

Quiuina) sulphas (2 bott8)_mgm8_ 200 

Sodii bicarbouas mgms- 324 

Bodii bicarb, et meuthie pip 

Sodii salicylas nigms. 324 

Front of Tray. 
Tablets in 16-c. c. bottles. 

Acidum arsenosum mgni. 1 

Argentl nitras fusns grams. 15 

Cat>6icum mgnis. 32 

Cupri arscuis mgm. 0.325 

Digitalis tinctura c. c- 0.8 

Forri compositfc 

Hydrargyri iodidum Uavum, 

mgms. 10 

Brgotinum mgms- 130 

Oleum tiglii c. c. O.OOfi 

Podophylli reslna mgms. 16 

Santoninum mgms. 32 

And 2 empty bottles. 

Back or That. 
In 235 and 475 c. c. bottles. 

Alcohol bott- 1 

Aqua ammonia! Iwtt. 1 

Chloroformum botts. 2 

Oleum terebinthinse bott- 1 

Spiritns frumentt bott. 1 

SpiritUB Vint gallici botte. 2 



Center of Tkay. 

Rnvelopes, small, for tablot8-.no- 

Graduat* glass, CO-c. c no- 

Labels for vials no. 

Measure, graduated, 6-c. c no. 

Ointment boxes, in nesta of 

three nests. 

Pocket slove no_ 

Tumbler no. 

Vials, 60-c.c .... no - 



100 
1 

50 
1 

4 
1 
1 
10 



BiQHT OF That. 
Tablets in 60-c. c. bottles. 

Acidum boricum mgms. 

Acidum tannicnm mgms 

Aconiti tinctura c. c. 

Alnmen mgms. 

Ammonii chloridi trochisci 

Antipyrinum mgms 

Bismuthi subnitras mgms. 

Chloral mgms. 

Hydrarg. clil. mite cum 

Bodio bicarb 

Hydrargyri massa mgms_ 

Ipecacuanha mgms. 

MorphinoB sulphas mgms. 

Opium mgms. 

Phenacetinum mgnis- 

Plumbi acetas mgms. 

Putassii chloras mgms. 

Potassii iodidum mgms. 

Salol mgms. 

Zinci sulphas mgms. 

And 1 empty bottle. 



Contenti of Oraweri. 

DBA WEB No. 1. 
Hypodermic TabUls. 

Apomorphina) hydrochloras, 

uigniB- 

Atropinft> sulphas niym. 

Covaiiiic hydrocbloniB.- mgins- 

Digitalinum mgm. 

Morpliiuie sulphas mgms. 

Nitroglycerinuiu mgm. 

Quininse hydrochloras mgms. 

And 1 empty buttle. 

Ophthahnic Discs. 
Atropinne sulphas, 0.13 

mgm., W in box box. 

Phyeosiigmime sulphas, 

0.0324 mgm., 50 in box box. 

ATtaceUaneoiis. 

Canstic holder, rubber no. 

Oorliscrew, folding no. 

Medicine dropjwrs no. 

Pencil, indelible no. 

Pencil, indelible, leads for no. 

Pencils, camel's-hair no. 

Bgringe, hypodermie no. 

Thermometer, clinical no. 

Tongite Aepretaor no- 



324 

324 

0.1 
324 

324 
24 
324 



324 
66 
8 
65 
324 
130 
324 
324 
324 
324 



fi 

0. 65 
10 
1 
8 

0.65 
32 



1 
1 
2 
1 
(i 
12 
1 
1 
1 
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Contents pf Dr»v»er» — Cont'd. 

Sbaitsk Ko. 2. 

BandageB, sUBpensory^ no. 

Flannel, red meter. 

Jute, or equivalent, in 100- 

gm. pkgB pkgg. 

Syringe, rMber, telf-infeetmg no. 

Dbawer No. 3. 

Book, prescription no. 

IWeep$, dressing, for removing 
coUcm no_ 

Index of MtdkmM (Carpen- 
ter) , copy. 

Flaater, blistering meter. 

Plaster, mustard meters. 

iieagent eat* no_ 

SiAmn . no. 

SpoUuIo no_ 

mom, tea no_ 

BMhoicope, h. r no. 

Syringes, p., h. r no_ 

Syringe, p., g., in wooden 
case no_ 

Tags, diagnosis book. 

Towels no. 



I Dkawek No. 4. 

j Beef extract, in lOO-gni. tins-tins. 
) Jute, or equivalent, ll'O-gm. 
i pkgs pkgs. 

Dbawek No. 5. 

1 Bandages, roller, assorted no. 

; Cotton, absorbent, 100-gm. 

pkgs pkgs. 

I, Castile gms. 



Drawek No. 6. 

iEther, in lOO-gm. tins tins. 

Candles no. 

Corks, for letlier cans no. 

Corks, extra, for bottles no. 

Cupping tint no. 

Linka, split, for pack Baddle__no. 

Dbawek No. 7. 

(iauze, p<ain, 2-meter pack- 
ages pkgs. 

Uut, absorbent, 100-gm. 
pkgg pkgB 



30 



4 

225 



4 

15 
6 
6 
4 
4 



865. CONTENTS OF SURGICAL CHEST, U. S. ARMY (No. 2). 

A list of contents is stamped on morocco pad, wbicli is carried, reversed, under the 
cover of the chest. 



Contents of Tray. 

TaXLITS IX 120-C. C. BOTTIES. 

Acidnm boricum rngms. 

Antiseptic (2 bottles) 

Catharticss compositn 

Opium Bigras. 

FOtaisii bromidum mgms. 

In 235-ox. BorrLis. 

Acidum carbolicum bott. 

Chloroformnra boft6_ 

Glycerlnum l>ott_ 

Opii tiiictura Iiott_ 

Spiritus frumenti bott8_ 

.Sther, in 100-gm. tins tine. 

Biu:ket, folding, canvaa no„ 

Catheters, flexible no. 

Corks, for ether cans no. 

Corks, extra, for bottles no.. 

Dressing paper roll. 

Felt for splints pieces. 

Huslin . meters. 

2120B 16 



324 



l>5 
324 



Petrolatum kilo. 

Pockel cme, aneptic no. 

B<K<>r tlrop no. 

Tumbler no. 

Contents of Drawers 

Dbawek No. 1. 

Bandages, rubber no. 

Urmh,nail no. 

Gauze, plain meters. 

Goggles no. 

Iodoform sprinkler no. 

Ligature, catgut, sterilized 

spools. 

Ligature, silkworm gnt coiK 

Ligttture, silk gnis. 

Needles, thread, etc., in CASe-case. 

Pencil, indelible, leads for no. 

Pins, common paper. 

Pins, safety, assorted doz. 

I Sj>eculwn,for ear and »*oM...no. 

; Tape piece. 

I Tape measure no 

I Tourniquet (JEmareh't) ...no. 



1 
1 



1 
15 
1 
» 
1 
4 
I 
1 
1 
1 
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CONTENTS OF SURGICAL CHEST, U. S. ARMY (No. 2)— Cont'd. 



Sbaweb No. 2. 

Chsc, tooOi'exiracling no. 

Cotton, absorbent pkgs 

Drainage tubes, rubber.— meters. 

Linlu,»plil, for pack saddle no 

Plaster, adhesive, 15-miu-_8pools 

Plaster, adhesive, 30-inm spool 

Sponges, in bags bags. 

Si/ringe/fountain no. 

Tags, diagnosis book. 

Deawkb No. 3. 

Bandages, roller doz. 

Bandages, suspensory no- 

Beef extract, in 100-gni. tina.tins. 

Brush, shaving no. 

Cotton, absorbent pkg* 

MesRure, graduated, 5-c. c no 

Medicine measuring glass no. 

Needles, sail no 

Needle liolder {Tiemanu''s) no, 

Meedle, upholsterer's no, 

Pencil, indelible no- 

Plaster, isinglass meters. ' 



Jtazor no, 1 

Scissors no, 1 

Surgery^ operative^ 

(Smith's) copy, 1 

Syringes, p., h.r no- 2 

Tool, universal no, 1 

' Dkaweb No. 4, 

i Bandages, flannel no_ 4 

Bandages, roller doz- 1 

Hviergencg owe, complete no- 1 

Dkawer No. 5. 

Gauze, plain meters, 4 

.lute, or ecjuivalent, 100-gm. 

pkgs pkgs- 6 

Ijanteni, small no- 1 

Soap, casti le gms, 225 

Drawer No. 6. 

Bandages, roller no. 

Hmnostatic forceps^ in case no, 12 

Towels no. 2 

Trays, for instruments no- 2 
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CONTENTS OF MESS CHEST (No. 3). 



Ba3in, wash, Iiand, agate vare — no- 

Boikr, double, agate ware no. 

Bowls, soup, agate ware no. 

Btixfor mil no. 

Box for pepper no. 

Brush, scrubbing no, ' 

Can openers no. 

Cleaver no. 

Cookhaoh, Army no. 

Clips, coffee, agate vmre no, 

dtp, large, agate tmre no, 

Dipper, agate vmre no. 

(irater, nutmeg no. 

Gridiron no. 

Halehet no. 

Kettles, steel, nested, with couer«,no. 

Knife, htUcher no, 

Ku{fe and fork, carving, <feach_no 

Knife and saw, ctymbined — no. 

Kuivet and forks, of each no 

Ladle, agate ware no. 

Lantern, candle no. 



MatcheSgin waterproof case,hoxes 

Meal cutler, muM no 

Meat dishes, agate ivare no. 

Mill,vofee no. 

Nails, assorted kilos. 

II Pan, frying, steel no. 

11 mau, agate ware no. 

1 1 Pan, sauce, steel, tinned inside, 

ji wkhcover no- 

jj Plates, dinner, agtife irare no. 

Pot, C'ffee, agate mire uo. 

Pot, tea, agate ware no. 

Bope, 6-mm imeters. 

Sickle . no. 

Spoon, basting, agate mire no- 

Spomis, table ._ no, 

Spoous, tea . no 

tQeel no. 

Towels, crash no. 

H-ag, metal, japanned no. 

Tnmblers, agate ware no. 

Wire coil. 
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CONTENTS OF FOOD CHEST (No. 4) 



12 
1 

2 
1 
2 
1 

2 

1 
6 
1 
1 
15 
1 
1 
6 
6 
1 
6 
1 
6 
1 



Beef extract or an equivalent prepara- 


; Tins for the following articles: 


tion. 




Candles. 


Beans. 


Condensed milk, in original cans, 4 kilos. 
Soap. 


Butter. 


Coffee, 


Vinegar, ia 1-liter wicker-covered bot- 


Sal t and pepper. 


tles, 2 bottles. 


Sugar (2 tins). 


Teast powder, in ^-kilo. original cans. 


i Tea. 

1 



258. 



MANtJAl, FOE THE MEDICAl. DEPARTMENT. 
CONTENTS OF COMMODE CHEST (No. 5). 
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Bedpan, agate ware no^ 

Ohanther potf agate ware no_ 

Paper, toilet pkgs- 



Spit cup, agate icare no. 

Urinal, agate ware no. 
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CONTENTS OF FIELD DESK (No. 6). 



Books. 

Army ReguUUiona copy 

Drill liegtilatiom for the Hos- 
pital Cnrpn copy, 

Handbookfor the Hospital Oorpn, 

Smart copy. 

Information slip book copy. 

Informatiou slip book, deeer- 

tioua . copy. 

Morning Report, Uospital 

Corps copy. 

Moniing Beport, sick and 

wounded cops- 
Order and letter book copy. 

BegiBter and prescription 

book copy. 

Mawnai for the Medical Depart- 

mew* copy. 

Transfer book copy. 

Stationery. 

Book, blank, 8 mo no. 

Elastic bands, assorted gross.. 

Envelopes, otficial, large no 

Envelopes, official, lettei- no 

Envelopes, ofBcIal, note no_ 

Eraser, steel no. 

Ink, black botts. 

Ink, red bott.. 

Inmands no. 

Mailing tubes no 

Pad, letter no. 

Pads, prescription no 

Paper, blotting pieces q. s 

Paper fasteners no 

Paper, writing, legal cap qr 

Paper, writing, letter qrs. 

Paper, writing, note qr. 

Pencils, lead no. 

Pens, steel no_ 

Penholders no_ 

Rubber piece. 

Rvler no- 



1 

50 
25 
1 
2 
I 
2 
4 
1 
4 

VZ 
1 
2 
1 
4 

12 
2 
1 
1 



Blanks. 

MXniCAt' DKPABT3IENT. 

Examination of recruits, 
monthly report no 

Hospital-fund statement no 

Jfedicai property, return of.no 

Medical supplies, invoice of, 
single sheet no 

Medical supplies, receipt for, 
single sliect no 

Medical supplies, special req- 
uisition for no 

Report of sick and wounded^no. 

R>»port of coiupleied cases no. 

Return of personnel, etc., 
H. 0 no- 

SVSStSTENCE DEPAKTMINT, 

Ration returns no. 

ORDNANCE DBrABTSIKNT. 

Invoices no. 

Quarterly statements no- 
Receipts no. 

ADJt'TAMT-CENERAL'g DEPABT- 
MENT. 

Certificates of disability no- 
Descriptive lists no- 

Disckarges no. 

Einal statements no. 

Eurlonghs no. 

Inventory of effects of de- 
ceased soldiers no. 

Mnster rolls no. 

Outline-figure cards no. 

Payrolls no. 

Physical examination of re- 
cruits, form for no 

Surgeon's certificate of dis- 
ability for offlcers no 



In food chest (No. 4) considerable vacant space is left in order to allow latitude to 
each medical oRicer as to the exaet character of the supplies he may wish to carry. 

The printed plan inside the cover gives the general arrangement. 

Tins labeled "cornstarch," "chocolate," and "arrowroot," are included, 
although not mentioned in the ofllcial list of contents, as it is thoughtthatthey may 
contain articled of more general use. 
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260. FOLDING FIELD FURNITURE. 

A.' set consiata of— 



Chair, arm, folding no_ 

Chain, small, folding no. 

Cau, aefjiMable, folding no. 



1 
10 
10 



Table, inie*$,folding no. 

Tablet, bedride,foiding no. 



1 
10 
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PACK SADDLE. 



The new pack saddle, iaBoed for «ue with the medical and surgical chests, at present 
consists of— 

1 tree, with pad* and latigoi. 

J bredtl sfrap. 

1 breeching hartieu. 

1 erujpper. 
3 girths. 

2 roped, lealher-tipped. 
1 mrcingle. 

1 haUer and watering bridle (contpleto). 
S saddle blanktU. 

S canixn covert for medical and mrgieal eheitt, 

UtplU Unit are carried in each medical and nnyioal ehett for attachiug them at 
varying heightu to the pack toddle. 



262. OUTFIT OF SCHUEHLE ICE MACHINE AS PER LATEST 

CONTRACT. 

Ice machine, complete, Jacob Schuehle's patent, capacity 3,000 pounds in 21 
hours, consists of— 

1 dotUile ammonia ccmipremor. 
1 iteam engine. 

1 boiler, W-horiepower, complete, with feed pmtgf. 
1 ammonia condenser. 

1 -^-ineh boiler'Meel freezing tank, incased in 1-inch pine flooring, imth the requisite 
number of ice cant. 

1 tteam condenter, capacity sufficient to furnish in SU bourt distilled water for 3,000 

pounds of ice. 
1 brine pump, 
1 patent oil eliminator. 
1 tide-feed lubricator. 
SOO firebrick. 

Be^iote, necettary pipes, gauges, valves, conneclians, etc. 

Anhydrous ammonia and lubricating oil sufficient to run the machine for two 
yean. 

In most cases additional or improyed parts have been purchased for these 
machines, and this list can be considered aa approximate only. The ammonia drum 
or cylinder is a container of the ammonia fumiebed by contract, and unless purchased 
from the ice fund does not form a part of the Schuehle machine, being returned 
when a fresh drum of ammonia is received. The Wood-Bailie machine, of which 
two are now in use, has an ammonia drum as part of the original machine. 
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For convenient reference the following lists are appended, 
although the articles are not issued by the Medical Depart- 
ment: 



263. ISSUED BY THE QUARTERMASTER'S DEPARTMENT. 



AmMcmee. 


Balchet, 


Shelter for meteorological 


Ambulance, harness for. 


Ladder. 


instrumenft. 


Ax. 


Lampa, bracket. 


Spade. 


Clothing, uniforms, etc. 


Lampt, hamgiag. 


doves ,lte<Uing. 


Oaokhtg uteufiU. 


Lockers, 


Teatage, etc. 


Dippen. 


Piping /or rtmget and ilove». 


Travois. 


Flag».* 


Smge andflximres. 


Whedbamm). 


Gtttfixtmret. 


Bhoea. 


Wood ma. 


Han4oarf. 







*See A. B. 214. 



264. ISSUED BY THE ORDNANCE DEPARTMENT. 



Canteen. 
Omfeen strap, 
(hp, tin. 

Haxenadt. 



Haxtersack elrcgt. 
Knife, 
ifeai can. 
Revolver.* 

Rifle, Bprinafield, M. L.f 



Sh}tgnn, Spr.'ng/teW.J 
Sluitgun, rehading outfit.* * 
Spoon. 
Waist belt. 
WaistAieU plate. 



* BevolTers irill be obtained from the commanding officer for serrice in an Indian 

country, wiien necessary. 

f The issue of two Springfletd muzzle-loading rifles to eacii military post for com- 
pany bearers' drill is authorized. Decision Acting Secretary of War, 1888. 

X "Upon requisition of the Surgeon (through the usual military chaimels), duly 
approved by the Surgeon General, the Ordnance Department will issue, for use at 
posts west of the Missiasippt Biver, a shotgun, with necessary appendagt^s and ammu- 
nition, for the use of members of the Hospital Corjw." Decision Chief of Ordnance, 
1889. 

**The reloading ontfit of the shotgun consists of the following. Expendable 
articles may be replaced by annual requisition upon the Chief Ordnance Officer of 
the Department : 



Brush wiper no_ .1 

Canister, tin, for powder, S-lb no 1 

Canister, tin, for powder, .5'i6_„no 1 

Cartridge primers no.1,000 

Cartridge shells, 20.gauge no 50 

Okarger, lU^uetable . no 1 

Cotton cloth yd 1 

Cotton wa8te...„...........lb8 1% 



Drift no 1 

Funnel no 1 

Gun wads. No. 18, pink edge_no_2, (XI) 

Packing box no 1 

Powder, musket lbs 7 

Priming tool (fi-ankford\ no 1 

Shot, Ho. S Ibn 60 
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FIELD SUPPLY TABLE. 

OUTFIT AND ALLOWANCE FOB SIX MONTHS FOB ONE THOUSAND MEN. 
[Articles in Holies are not Expendable.^ 
265. MEDICAL CHEST (No. I). 



Top Drawer. 

Lbft. 

In 120.C. c. bottlea. 

Ammonii chloridl trociiinci.butt 

Campliora bott 

Glycyrrhizee mist. comj). 

tablets bott_ 

Linintontum rubefacierm, 

tablets hott 

PUiiIte carniinativse bott- 

Pilulas catharticfe conipos- 

itsa bott- 

Potassii bnmiidum bott. 

Quininee sulphas, pills bott^ 

Sodii bic aibomvs, tablets bott- 

Sodii bicarb, et meatbai pip. 

tablets bott- 

Sodii salicylas, tablets bott 

Warburg's tincture, pills 

(1 pill=l drachm) bott 

BlODT. 

In GO-c. c. bottles. 

Acidum nitricum bott 

Acidum taimicum bott- 

Autipyrinum, tablets bott 

Bismutbi subuitras bolt- 
Chloral bott- 

CoUodium bott 

Ferri chloridi tinctura bott 

Hydrargyrl massa, tablets- . bott 

lodum bolt 

Ipecauuaulia, tablets bott 

Ipecacuauha et opium, tab- 
lets bott 

Phenacetimim, tablets hott 

Pilijltt) campb. et opii boti 

Potassil arsenitis liquor bott 

Potassil iodidum, tablets ...bott 

Potassii [lermanganas bott 

Salol, tablets bott 

Sodii boras bott 

Vi>ratri viridis tinctnra bott. 

Kioci sulphas, tablets bott 

Small Drawer at Right of 
Lower Drawer. 

In 15.C. c. bottles. 

Actdnm arsenosnm, tablets^bott. 
Acoulti tinctura, tablets bott- 



Alolni pilulffi comp botts. 

Ammunii carbooas bott. 

Argenti nitras, in crystaIs._bott. 

Argcuti nitras fusiia bott_ 

Uismuthi snbgallas hott 

CatTeina citrata, tablets bott. 

Cannabis iudicte tinctura, 

tablets hott. 

Capsicum, tablets hott. 

CocniniP hydrochlorae, hypod. 

tablets hott. 

Oodeiuii, tablets bott- 

Cupri aisenis, tablets botts- 

Digitalis tinctura, tablets— hotts- 

Ergotiuum, tablets bott. 

Guaiac.olis carbonas bott. 

llydrar^, chlor, mite cum 

Boilii bicarb., tablets botts- 

llydrarg. iodidum flavnm, 

tablets bott- 

Hyoscyami pilulae compos- 

ItiB bott. 

Ichthyolum bott_ 

Menthol bott. 

Morpiiiiiw sulphas, tablet(i_-hott 

Oleum tiglii, tablets hott 

Opil pilulie hott 

Pliiiribi acetas, tsiblets hott. 

Podophylli resina, tablets hott. 

Quinina: hydrochloris, hypod. 

tablets bott- 

Strychninto sulphas, tahlets-bott 

Sulpbonal, tablets hott 

Ziuci uxidum bott. 

Rear Compartment. 

Maj^Desii sulphas tin can 

(deum ricini tin can. 

Fotussii et sodii tartraa ..tin can. 

Sinapis nigra tin can. 

Bandages, gauze, 3 sizes no. 

Jhuidages, suspensory bo. 

Belladonna; emplastrum, in 

2-ineter tin tin. 

Cantbat'idis emplastnim, in 

1-meter tin uo. 

Gauze, sublimated pkgs 

Plaster, adhesive, 1-in spool- 
Plaster, isinglass tin. 

Pocket etue uo. 

Sinapis emplastrum, in 4-meter 

tins tin- 
Sponges, compressed cotton.box. 

Syringes, penis, glass no. 

Tooll^airacting c<ue.._„__.__no. 
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Center of Drawer. 

Cork»creu> no. 

Corks for viaU doz. 

Oup DO 

Eiivolojjes for tablet* f»ro«s. 

liRliels for vials doz 

Meaxttrei^, gradvaied fjhvm^ lOO-c, c. 

(in CfiHe) ^iio. 

Mrilicine glnii.' {in cap) "u 

Paper, fllteriiig iwck. 

Paper, litmus book. 

Pill boxes, small 'loz. 

Sptdula , no- 

Toi>gve tUpremtr , __no. 

Urinameler (in cam) "O. 

Small Drawer at Right of 
Upper Drawer. 

A[iomorpliini» hydrocliloras 

Atnipiuu) Hulphos 

Cocainio hydrocliloros 

Digitalimiro 

Hyoscinai hydrobromiis 

Morpliiiiw sulphas 

Nitroglycerinuiii 

Amyl nitris (5-<lrop pearls), 12 

in box box- 

CUnical tkennmnetetv no_ 

Jllipiidmnic fiirimj'' no. 

Medicine droppers iio.^ 

Pencils, caniui's-hair no. 



Pencil, indvlibl'! no-l 

Pencil, indelible, leads fur,. -box. 

Lower Drawer. 

liKFT. 

In 2;J5-c. c. bottlBB. 

Acidum cariiolicum hott 

Aiidum Bulph. aroiniit .■.Imtt- 

jEtliiT splritUB conipu8itUB_bott j 

.SItber iipiritus nitrosi bof t-j 

Alcohol lu>tt I 

AininoiiijL' aijiia bott .1 

Ammonifu spirit, aroiiiat bott-! 

Brandy butt. 

Glyccriiinm Imtt | 

Oleum tm'liiiitbiim^ bott j 

S<|iiitil)H iiiixtiiru _-l>(itt..| 

Tiuctura opii tampliorutu—bott . i 

ArauT, I 

Alcohol lamp no. ' 

Aiomizerft, hand no j 

CopnibiB pilulie comp bofta 

Probaiigs iio_j 

Spei'nhim, retdul iio..j 

Sponge liolders for throat no. i 

Si«ihoftct*fn', double no . [ 

Tost tubes iiii-j 

Vials, 1 do/,.l-os',.;ldoz.2-ii7...<iii/,_l 
Tape meamre no I 
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MEDICAL CHEST (No. 2). 



Upper Drawer. 

HtujKj rubber, hot-water no_ 

BaijH, rubber, ice, for beat! tn(_ 

BougieH and catheterft, (i of eneli, iit 

box box_ 

Pump, sttrgical . no . 

Tltermotneter no. 

Towels no- 
Trusses, single no- 
Lower Drawer. 

Blank book no_ 

Iftftfifme, }^oUer whl Virth uo- 

Medicine, Practice of, ihler^ no. 

Surgery, operatire, Xtttd-erkaytdLmt- 
SHrgery, iwunde in war, titephetison, 
no- 

Therapeutics, Hare no. 

Tropical IHseases, Maitson no- 



Rear Compartment. 

Acidum tannicnm, in i25-pm. 

bottlPP botts. 

AiitipyriiMiin, ;i24-nigm. tablets ; 

(2()ll iii'bottle) botts..: 

Bisuiiidii xubgallas, in 2fiO-gtii. | 

bottles l)ott8..l 

Bismuthi suboitras, in 5(X)-Kn>. { 

bottles botts..; 

Capnieuni, 32-itigrti. tablets (b">0 : 

ill bottle) botts. 

Hyiirargyri cliloridum mite ctim 

sodii bicarb, tablets (iJW in 

Ixittle) boltri 

IpecHRuanlia; et opii pulvis, .'i/J4- j 

mgm. tablets (-20(1 in bottle), i 
liott.; 

Horptainse sulphas, 8-mgni. tab- 
lets (100 In bottle) botts. 
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PhenacetinuiB, 324-mgin. tablets 
(200 in bottle) botts. 

Pilnla^ camphorse et opii, or tab- 
lets (200 in bottle) botts. 

Pilulii) cathartics! conipositas, or 
tablets (200 in bottle) botts. 

Podophylli resina, 16-nigm. tab- 
lets (XOO in bottle) bottg. 




Pota«8ii biomidum,324-mgm. tab- 
lets. In 5i lO-gni. bottles botts. 

Quininae sulphas, 200-ingm. pills 
(500 in bottle) botts. 

Strychiiiuee sulphas, 1-mgm. tab- 
lets (500 in bottle) botts. 

Snlphooal, 324-ingm. tablets (200 
in bottle) bott- 



267. 



268. 



269. 



HOSPITAL CORPS POUCH. 

(One for each private of the Hospital Corpa.) 
See paragraph 252. 

ORDERLY POUCH. 

(One for each Medical OfBcer's Orderly.) 

See paragraph 253. 

POCKET CASE. 



Bistoury, mned,pn>be-pmnted _no- 

Bisbmnj, etraight no_ 

Catheter, plated no. 

OiuHtic holder no. 

J}iref:tor,ifroov*d,wUhmyrtle leaf no. 
FoTcept, diueding, ntome-tooth .no. 
Ihrcept, htemoUalicand tieedle..uo- 

Forcepit, h»>moi*latic, short no. 

Forcf^ps, ht^toMatic, long no_ 

Horse hair coil. 



Needle, oneitrtsm ..u ». .no- 

Needle, exploritig ^ .no. 

Needles, surgeon's „_ no_ 

Probe, with NdaUyn't tip no. 

Scalpel no- 

Sdssors, straight, _no_ 

Silkworm gut coil. 

Tenaculum ^ no- 

Oasc, leatfier ^ no. 

Pouch, Uatlier no. 
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FIELD CASE. (SURGEON'S.) 

(One for each Medicdl Officer.) 



12 



Biatoury, curved, prohe^pointed ^no- 
Bi^oury^ straight, ikarp-pohUetLno^ 

Case J mahogany no. 

Catheter^ male^ plated no_ 

Director f grooved^ with myrtle 

leaf no_ 

Forceps, bme^ opeit box joint, cor- 
rugated handles, ttcooped out — no- 
Fc»rc€p$, bullet and dressing, com- 
bined no- 

ForcepSf dissecting, mouse-footh _no. 
Forceps, hfemosiatic and needle _U0-. 

Heemoatats, ^^babtf^'' no- 

Handles, Juxrd-rubher^forlcnifeand 

saw iiO_ 

Horae huv, black coil- 



Knife, amptUating „._.^ no. 

Needle, anearism^^ . _no. 

Needles dozen, 

PoHt^h, leather, with sling utrap^uo. 

Probe, silver, with Nelaton''» tip.no. 

Sau\ amputating, lifting back no. 

Sau\ metacarpal no. 

Scalf)el no. 

Scissors, cttrved on jtat, with Col- 
tins'' lock . no, 

Scifisbrff, light knee bent, with Col- 
litis^ lock no„ 

Silk cards. 

Silkworm gut (20 strands)— coil. 

Tenaculum. no. 
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MISCELLANEOUS. 







1 






2 




.„ no_ 


2 







A renewal of Bupplies can be obtained hj regimental surgeons ftom the inrgeon 
in charge of a brigade or diTision lioipital upon a special requisition approved bj 
the chief surgeon. So receipt Is to be given for expendable articles. 
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FOR BRIGADE OR DIVISION FIELD HOSPITAL. 



Medicines. 

Acidium arBenoanm, 1-mgm. tal>- 
lets (125 iji bottle) botts. 

Acidum boricum, 324-mgm. tab- 
lets (126 in bottle) botts. 

Acldutn carbollcum, in 250-gin. 
bottles botts. 

Acidam nitricum, in 250-c. c. g. s. 
bottles bott- 

Acidum sulphuricum aroraati- 
cum, in SSO-c, c. g. s. bottles, 

botts. 

Aconiti tinctura, 0,1-c.c. tablets 
(200 in bottle) liotts. 

iEther, in 100-gm. tins tins. 

iEtheris spiritus conipositns, in 
290-c. c. bottles botts. 

iBtheris spiritus nitrosi, in 500- 
c. c. bottles botts. 

Alcohol, in 1-liter bottles ..botts- 

Amtnonite aqna, 10 p. c, in 500- 
C. c. g. 8. bottles botts. 

Ammoniee spiritus aromaticus, 
in 260-0. c. bottles botts. 

Ammonii carbonas, in 260-gm. 
bottle* botts- 

Ammonii chloridi trochisci (100 
in bottle) botts. 

Amyl nitris (5-<lrop pearls), 12 in 
box boxes. 

Antipyrinum, 324-mgm. tablets, 
in 126-gni. bottles botts. 

Argenti nitras, in crystals, in 25- 
gm. bottles bott, 

Argenti nitras fiisus, in 25-gni. 
bottles b«tt. 

Atropinie sulphas, 0.65-nigm. hy- 
podermic tablets tubes. 

Bclladonnee emplastrum, in 2- 
meter tins tins. 

Bismuth! subnitraa, in eou-gni. 
bottles botts 

CatTeiua citrata, in 65-mgm. tab- 
lets, 100 in bottle botts. 

Camphora, in 600-gm. bottles, 

botts. 

Cantharidls emplastrum, in 1- 
meter tins „„™ tins. 



10 



10 



5 
20 



5 
24 



10 



10 



10 



10 



Capsici tinctura, in 100 c. c. bot- 
tles liotts- 

Ohloral, in 90-gm. g. s. bo ttWs, 
botts. 

Cbloroformnm, in 100-gm. g. a. 

bottles Mtts. 

Cocainti! hydrochloras, 10-mgm. 

hypodermic tablets, in 16-c. c. 

bottles bott»- 

Codeina, in 32-mgm. tablets, 100 

in bottle botts. 

Collodiura, in2u-c.c.bottles-botts. 
Copaibne pilulic comp. or tablets 

(500 in bottW botts. 

Digitalinuin, in I nigni. hypoder- 
mic tablets tubes- 

Oigitalis tinctura, 0.3-c. c. tablets 

(200 in bottle) botts. 

Emplastrum ferri (porous), in 

boxes of 24 boxes. 

Ergotiiium, l:i0-mgHi. t«lilets 

(200 in bottle).,. ...botts. 

Ferri chloridi tinctura, in 500- 

c. c. g. s. IxJttles butts. 

Ferri piluliK conipositiB (200 in 

bottle) bolts, 

Glyceriuum, in 500-c.c. bottles, 

botts. 

Glycyrrhiztc mistnra compocita, 
tablets (400 in bottU;) botts. 

Guaiacolis carbonas, in 250-gm. 
IwttleS' botts. 

Hydrargyri chlorldum niitc, in 
100-gm. bottl(« Iwtt. 

Hydrargyri iodidum ilavum, 10- 
mgm. tablets (200 in bottle), 

botts. 

Hydrargyri massa, :i24-mgm tab- 
lets (125 in Iwttle) ...botts. 

Hydrargyri unguentum, in ."iOO- 
gm. jars jars. 

IIyoscyamipilula!composita'(200 
in bottle) l)Ott«. 

Ichtbyolum, in 25-gm. bottles, 

. botts. 

lodoformum, in 100-gm. bottles, 
liotts. 

lodum, iu 60-gm. g. s. bottles, 

botta. 
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Ipecacuanha, C5-mgm. tablets 
(200 in bottle) botts 

Ipecacuanhai et opii pulvis, 324- 
mgm. tablets (2U0 in bottle), 

botts. 

Ipecacuanha; extractum hnidum, 
in 250-c. c. bottles bott8_ 

Linimentum rubefaciens, tablets, 
(60 in bottle) botts 

Magnesii sulphas, in 4-kiIo. tins, 
tiuH. 

Menthol, in 60-gm. bottles, botts. 

Morpbinic sulphas, 8-mgm. tab- 
lets (100 in bottle) _„botfs 

Moiphina! sulphas, 8-uigm. liyi>o- 
dermic tablets tubi'«_ 

Nitroglycerinuni, O.&'j-mgm. hy- 
podermic tablets tubi«_ 

Oleum nicnthie piperita", in 100 
c. c. bottles botts- 

Oleum rioini, in 1-liter bottles, 
botts 

Oleum terebinthinse, in 1-liter 
bottles botts. 

Oleum theubroniatig, in 250-gm. 
tins tins. 

Petrolatum spissnm, 48.8 C, in 
500-gm. tin.'^ tins. 

Pbenacetiuuni, ;i24-nigm. tabletw 
(100 in bottle) botts 

Pilnlne camphoraj et opii, or tab- 
lets (200 in bottle) botts. 

Pilnln camiinatiTffl (200 in bot- 
tle) botts. 

Pilula! catliartica; conipositai, or 
tablets (200 in bottle) botts. 

Plumbi acetas, 13U mgm. tablets 
(100 in bottle) botts. 



5 
2 
10 

4 

2 

2 
12 

2 

2 
24 

6 



10 
5 

18 
4 



Potassa, in 25-gm. bottles bott 

Potassii arsenitis liquor, in 250- 
c. c. bottles botts. 

Potassii broniidum, 324-mgm. tab- 
lets, in 500-gMi. bottles — botts. 

Potassii et sodii tartras (pulvis), 
in 500-gm. bottles botts. 

Potassii iodidum, ;i24-mgm. tab- 
lets (200 in bottle) botts. 

Potassii permanganas, in 60-gm. 
bottles butts. 

Quininie liydroch loras, 32-mgm. 
hypodermic tablets tubes. 

Qiiiniiiic sulphas, 200 mpin. tab- 
lots or pills (500 in bottle), botts 

Salul, 324-mgm. tablets (12.5 in 
bottle) botts. 

Sinapis emplastmm, in 4-nicter 
tins tins. 

>Sinapis nigra (pulvis) in 000-gm. 
tins tins. 

Sodii biraibonas, 324-mgm. tab- 
lets (200 in bottle) botts. 

Sodli bicarb, et mentha) pip., tab- 
lets (260 in bottle) botts. 

Sodii boras (pulvis), in 500-gm. 
bottles botts. 

Sodii salicylas, :i24-nigm. tablets 
(200 in bottle) botts. 

Veratri viridis tinctura, in 100- 
c.c. bottles botts. 

Zinci cxidum, in 250-gm. buttles, 
botts. 

Zinci sulphas, 324-mgm. tablets 
(100 in bottle) i bott.s 

ZingiberiB extractum Muidum, in 
250-c. c. bottles botts- 
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ANTISEPTICS AND DISINFECTANTS. 



Antiseptic tablets, hydrarg. 
chlor. corros. (200 in bottle) 

botts. 

Lime, chlorid, in 600-gm. w. ni. 
bottles botts. 



10 
48 



Hercnry corrosive chlorid, in 

500-gQi. bottles botts- 

Tricresol in 1-kilo. bottles.butts. 



274. 



HOSPITAL STORES. 



Condensed milk cans. 

Beef extract, in 100-gm. tins or 

jars tins. 

Brandy in l-liter bottles botts. 

Soap, castile or its equivalent 

kilos. 




Sugar, white, in 6-kiIo. tins.tins 

Tea, in )^-kilo. tins tins. 

Whisky, m 1-Iiter bottles. butts. 
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STATIONERY. 



Blank books, cap, 4-quire Mo_ 

Blank books, 8vo, 4-quire no. 

Envelopes, official, letter no 

Ink, writing, in 120-c. c, bottles 
botts. 

Ink, carmine, iu 30-c. c. bottles 

tKltt. 

Mucilage botts. 



2 


Pails, jjrescription 




2 


Pads, letter 


110- 


400 


Paper, blotting 




Paper, writing, letter 


qrs- 


4 












1 

2 







4» 
(i 
1 
24 
12 
(i 
1 



276. SURGICAL INSTRUMENTS, APPLIANCES, AND DRESSINGS. 



Bandages, gauze, sterilized, 144 

in box, 3 sizes gross- 

Bandages, plaster gross- 

BandagtH, rubber, 4 meters by 

33 mm no_ 

Banda^^es, suspensory no, 

C<we, emergfuctf no. 

Com, pocket no 

Cotton, absorbent, sterilized, in 

1-oz. pkgB kilos 

Firstaid packets, aa reqiiired no 
Gauze, sublimated, in packages, 

1-meter each pkgs 

Gauze, iodoform, In packages, J- 

moter eacb pkgs 

Ligatures, catgut, sterilized, in 

packages, 3 sizes no 

tiigatnre,gilk, sterilized, iu pack- 
ages, 3 sizes no 

Mierotcope no-. 

Muslin, unbleached meters. 



12 
1 

2 

I'i 
1 
3 

10 



300 

300 
1 
20 



Oakum or tow kilos_ 

Pins, assorted jmpcrs 

Pins, safety, 3 sizes doz_ 

Plaster, adhesive, ou spools, 

1- incli no. 

Plaster, adhesive, on spools, 

2- incli no- 

Pliister, isinglass, in l-metor 

rolls meters. 

Plaster of paris, in 2-kilo. tins 
kilos 

Ilubber sheeting meters 

Silk, oiled, in .l-meter rolls \ 
meters.) 

Splints, wire for pes. j 

Sponges, compressed cotton, 4 
dozen in box boxes . 

ThennomelerR^ rUnu^dt no I 

Tnuniiiint'ty rubber, BnnardCH. 
Trusses, single uo-j 



10 
10 
18 

24 



10 
10 

15 

30 

30 
3 
4 

6 
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FURNITURE, REDOING, AND CLOTHING.* 



BatiM, v:mli, Jiaiul, agate i«are-no. 

BUmkel c<ue» no 

BUmktIs, ffray no 

Dimi, field no. 

FuniUnre, field, foldiug st^ta. 

MoKiailo bart no. 



4 11 PUlotcn, feather no. 

16 I PUliiWH, hair no. 

100 ] Pil!!oi»c<nt««' ajttnn no. 

I ' Sfteefa, vottnH - no^ 

6 i: t^/iirfti^ cotton nO-j 

50 i, Toweln. hand doz_' 



10 
60 
lO'i 
100 
SO 
30 



*For a division hospital the allowance under this heading may be doubled. 
278. MISCELLANEOUS. 



Beripotu, agvte wore no- 

Boxes, pill doz. 

Boxes, powder doz . 

Brooms no.. 

Bruslies, for cleansing no- 

Badielt, JS>er or wood ........ Jio- 



Btickett, agate, S in weM, ncst- 

t^he^s^ commode ^ no. 

<%e»rf, Jooil no, 

Ctumlit, medical {Not. 1 ami 2), of 

each uo- 

Clietti, men . no. 
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JIANUAL. FOB THK MEDICAL DBPABTMENT. 
M ISCELLAN EOUS— Continued . 



CJt«*ty sterUiHng no. 

Che»l», surgical (Not. 1 and S), of 

each no- 

Corks, assorted, in bags of 12 

do?.eri doz- 

Grutches . pairs- 

Crutches, rubber tips for no- 

Ctips, spit iio- 

Cvahione, rubber, miall HO- 

Cttshioruif rubber, vfUh open cen- 

ter no_ 

Dippert no_ 

Envelopes for tablets, 6x6 cm. 

doz- 

Habshel no_ 

Labels for vials gross- 



12 
3 
6 
3 
2 



50 
1 
X 



Lantern glasses, extra, red or 

white, m required no. 

Lantern wicks, as required no. 

Lanterm no^ 

LiUers no- 

Litter sliiigs^ no_ 

Medicine glatses no.. 

Paper, wrapping, brown qrs. 

Saw, hajid, gmall no. 

Sponges, bath, large no. 

Syringes, penis, glass, in case.no. 
Talcum (French challi), 1-kilo. 

packages kilos. 

Test tubes no- 

Orinob, agate ware no- 

Viais, 30-c. c doz. 
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CONTENTS OF SURGICAL CHEST (No. I). 



Top Drawer. 

LEfT. 

In 120-c. c bottles. 

Hydrarg. bichlor., tablets— botts. 

Petrolatum bott. 

Pil. camph. et opii bott. 

Pil. cath. comp bott. 

> Quin. Bulph. 200-nigm. pills _l)ott- 

Salt, tiUilc bott- 

Sodil carbonaa, tablets bott. 

Sodli chloridum.etc. , tablets-bott- 

In paper packets. 

Ligature, catgut, Nos. 1, 2, and 3, 

UO- 

Ligatnre, silk, Nos. 1, 2, and 3-no^ 
Tubes, drainage, i, i, and i meter, 
each nu 

Bight. 

Heater, alcohol no_ 

Cork»(yrew no_ 

Pins, common pkg.. 

Pine, safety pkgs. 

Scimort pair. 

BoBp, green, in tin lb- 
Tags, diagnosis pkgs. 

Small Driwer at Right of 
Upper Drawer. 

Pencil, indelHile no. 

Pencil, indelible, leads for__box- 

Syringe, hypodermic no. 

Thermmntler, clinical no_ 

Wire, sUver coil 

Bgpodtrmic UAleU. 

ApomorphintB hydrochloras 

Atropina) sulphas 



100 

80 



Cocainse hydrochloras 

Digitalimim 

Ni troglycerinum 

Morpbinse sulphas 

Quininn hydrochloras 

Lower Drawer. 

Left. 
In 236-c. c, bottles. 

Acid, cartMlic bott 

Alcohol botts 

i Brandy botti.l 

Chloroform botts. 

RlllHT. 

Baain, rubber no_ 

Blank book no- 

Brushes, band, scrub no_ 

Cylinders, rubber (intest. suture) 

no- 

Inhaler, chloroform no- 

Plaster, rubber, adh spools- 

Surilvxr, in^mment no_ 

Strop, razor no- 

Towels {in sterilizer) no. 

Rear Compartment. 

Bandages, gauze, 2^, 3, and 3)^ 
inches no_ 

Caise, field, operating no. 

Cotton, absorbent. In 1 ounce 
packages pkgs. 

C«p no- 

Qauze, iodoform, in i-meter pack- 
ages pkgs. 

Gauze, sublimated, in 1-meter 
packages pkgs. 

Sponges, cotton, compressed, 
large size doz. 

Toumi<piet, rubber, Esmardi'i no. 



1 

3 
2 
3 

1 
1 

6 

2 
1 

;i 
1 
1 
6 



36 
1 



36 
1 



12 



36 



12 
1 
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MAOTJAU FOB THE MEDICAL DEPARTMENT. 
SURGICAL CHEST (No. 2). 
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Upper Drawer. 

Bandages, plaBter, 2-tnch no. 

Beef extract, Armoar's cans. 

(}auze,wire rolls. 

Mllk, condensed cans. 

Pliers, cutting, for Juced haniagef, 
no- 

8oap, germicidal cakes- 

6^>nfcier, iado/'orm no 

3Wi, universal no. 

limrmqytel, rubber, Bmarch't—no 



Lower Drawer. 

Oblorofonn, In 260-c. c. bottles, 
botts. 



Cotton, ab8orl>ent, in 1-oz. paclc- 

ages ^-pkgs- 

Gauxe, iodoform pkgs , 

Splints, vrooden, veneer no- 
Sponges, cotton, compressed, 4 ' 

dozen in box doz__ 

Tow, in i-lh. packages pkgs. 

Rear Compartment. 



Alcohol 

Tea 

Plaster of paiis 

Tricresol 

Sugar 

Bandages, gauze, S sizes no 

Gauze, sublimated, in l-meter 
packages pkgs. 



32 
12 
« 

20 
4 



60 
40 
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STERILIZER. 



Top Drawer. 

IiKFT. 

Aproni, ruhder no. 

Bands, rubber, in cases no. 

Cots, finger, in cases no 

Olovm, rubber, in <»>es pr*. 

Subber bag md tube, for ftvtthing 

BlOBT. 

Bom o/peirdlaim Move 

Lower Drawer. 
Iisn. 

Vpperpan of pctrolettm $Uive 



3 
24 
12 

4 



BlOHT. 

Sterilizer, AruoUVs . — , 

Matches, safety boxes 

Wicks pkg 

Rear Compartment, 

Brrlefeld flIUr . 

Grm /f r jietroltium 

Can for waUr 

Dipper 
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CONTENTS OF FIELD OPERATING CASE. 



Biiloury, <nin;ed,prohe-jioinUd—no- 
Bittmrn), utraight, iharp-^pobUed-DO- 
Box, ligature, miih three spools ..no.. 
BKltons, Murphy's, 3 in tet set- 
Owe, maJmgany no- 

Cm«la,i)ilver, Beloapiet no- 

OUhelerg,»ibier,Ko». 8 and 10— no_ 
Catheter ttaff, tmmeUd, Oou!ei/'«-no_ 

Catlin, mediuLtn, 5-iitchhlade no. 

Chviel no. 

CtavyM, inle^inalf MGLaurenn -no. 
D^utor, tm0t*, mre.foliting . no. 

Director, grooved, medtnm no 

Drflb, bone, in htmdU,»et of S— tel. 
Earhookand^foo»,Gro»' no. 



Kje 'pud, Dur'n uo. 

thrcfpn, hone-vutting, jl<d lilaile, 

Liston'' . no _ 

Forvf^K,clav}ip, Keen'i no , 

Forcepn, clump, KelUy'it no 

iVcepn, deliaUe ^no„ 

f1>rosps, ctreMinjr mid bu(I«(, Fw- 

itwxTs . no. 

Forceps, Itmnoiiatic, cmxed no . 

Ftmwps, hiemotlatie, Joiiet', 'i- 'utch 

bite no 

Fcrcept, ktumottalie, Penu'i' no- 

Forcepn, htemoMaiic, K'geth't no. 

F(»reep%, Rongewr and bone holdiitg, 

Forw>od't no. 
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MANUAL FOR THE MEDICAL DEPARTMENT. 
CONTENTS OF FIELD OPERATING CASE— Continued. 



fbroepfl, mouse-tooih, wUh teeth _no_ 

Fortwjw.T-sAapefl, I'raWt no_ 

Oag^ moHth, Pireneh'^s no- 

froiuje no_ 

GnUle^Jiiifonn^ Gouley^a no_ 

Horse hair. coil_ 

Knife, ampntating, large, 7-inch 

blade— no. 

Mallet, I^irwoofVii no_ 

Needle, anetiriMm no_ 

Needle, curved^ Iterefdiu^x noj 

Needle holder, Mclturiifi/^n no_! 

Needleft, artery, blunt, right and left i 
no-j 

Needles, ease for no_i 

Needles, eurt:ed, assorted no_ 

Needles, straight round no- 

Needles, straight, triangidar no. 

Periosteolorne, light, Sayre^s no_ 

I'im, latest, Wijelh^ no_ 

Pouch, leiitlier, with sling strap-no- 
Probe, doiihle-end, S-htch long, one 
end aporeelaiii tip, silver DO- 



2 
1 
1 
1 
1 
1 

1 
1 
1 
1 
1 

2 
I 
12 

0 
B 
1 
2 
1 



Prohe, hard rubber, Flukrer^s no 

Razor, liard rubber handle no. 

Retractors, double-ends, nested no. 

Rongeur, medium, Keeii's no. 

Haw, amputaiing, two blades, 

J.itfle^a no. 

Saw, metacarpal no- 

Scalpels, assorted DO. 

Sciseors, angular, bhmt pointed-no. 

Scissors, curved on flat. Weir's no_ 

Scisstyrs, heavy, blunt no_ 

Scoop, WyelKs -no. 

Silk worm gut coil- 

Sponge holders, 1 Sims and 1 regu- 
lar no- 

St/ringe, aspirating, with three 

points no- 

Tenaaihan no_ 

Trephine J/^-itich , Gait's no- 

Trucar and cannla, set of U, eilrer, 

in metal box no_ 

Tube, tracheotomy, silver no. 



283. 
284. 
285. 
286. 
287. 
288. 



CONTENTS OF MESS CHEST. 

See ]>aragrapli 25G. 

CONTENTS OF FOOD CHEST. 

See pariigraiili 257. 

CONTENTS OF COMMODE CHEST. 

See paragraph 268. 

CONTENTS OF FIELD DESK. 

See paragraph 259. 

FOLDING FIELD FURNITURE. 

See paragr.vi)li 2f>y. 

FOR DIVISION AMBULANCE TRAIN. 



Chests, mrijical (.V<w. 1 and S), of 

etch no- 

Chest, sterilising no_ 

Buckets, agate, S in nest nest 

Hatchet no. 

liantern glasses, extra, red or 
white, as required no. 



Lantern wicks, as required no. 

Lanterns no. 

Litters no.. 

Litter slings, as required no. 

Hofrpitfd corps pouch, as re- 

tptireii nO- 

Orderly pouch, as re(/inred. no. 



3 
20 



289. ISSUED BY THE QUARTERMASTER'S DEPARTMENT. 

See paragraph 263. 

290. ISSUED BY THE ORDNANCE DEPARTMENT. 

See paragraph 26t. 
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Figures in boI.i-face<l typo refer to jiaragrapha iu tho Manual ; the letters A. K. and 
numbers following refer to laragraj.lig of the Army Regulations. 



Abandonment of Post: 

Disposition of medical jiroperty, 104, 
105. 

Accidents and Injuries : 
Claasittcation, 159, lAO. 



AeconntaMlIty : 

Medical supplies, 74-77. 

Accounts : 
Medical attendance, A. K. U52-1450. 

Aetlogr AsRlHtant Suriaroonf) : 

See Cmtrtwt Unnjeom, also Cteiliau Phy- 
sicians^ 

Acting Hoopital StevardR: 

Detailed in time of war, 30(c). 
Examination, A. B. 1397. 
Field service, A. B. 1421. 
Quota for posts, etc., A. H. 1409, 1411. 
Bank and precedence, A. B. 0. 
Beenlistments, A. B. 1404. 
Revocation of detail, A. B. 1402. 
See also under Iln»pilal Sleieardn. 

Admission to Hospital: 
Date, source, and causes of, 1 39-144. 

Alterations: 

Sec under HoKpitah, Qmrten. 

Ambulances and Litters: 

Allowance, control, etc., IS (p), 87, ; 

A. R. 1414-1419. 
Field service, 1 H («), A. K, 1422. i 
Flags and guidons, A. K. 214. 
Service in war, A. II. 1396. i 

Ambnianee Train : j 

Property issued to, 288. i 



Amputating Case: 
Contents, 244. 

Antiseptieii : 
Disinfectant, 1)1. 
Supply table, 202. 

Antiseptics and Disinfectants: 

For fiolii hcspital use, 278. 

Apparatus: 

New designs to be reported, 73. 

Appointments : 

Ilospibtl stewards and acting luwiiital 

stewards, A. B. 13<.I7. 
Surgeons and aisistant surgeons, 1-5, 

A. B. 1394. 

Arms: 

Isstie to hospital corps, 83. 
Fatiente in hospital, A. R. 14.38 

Army Dispensaries: 

Fuel and stoves, A. R. KXXi. 
Medicines, A. B. 14"i0, l)5l-]45.'>. 

ArmyHedical Museum : 
Oontriinitions invited, 115, A. U. 113(>. 
I.iet iif articles liesirei), 1 1.'i, 
Transportatiou of donatious, A. B. 
11.10. 

Army Medical School: 

Course of instruction, 7, 10. 
Examinations, 9. 
I«siK,>ction, A. B. 869. 
T^etter and note Ijeading, A. R. 512. 
Ijocatiou and faculty, 8. 
Organl7Ation, etc., A. R. 408. 
Purchase of books and instrumeuts, 
10. 
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Army Itledleal School— Continued. 
Begulatione, 10. 

Besponslbility, instruments, etc., 10. 

Student offlcero, 7. 

Uniform prescribed, 10. 

U«e of laboratory and library, 10. 

Army and Nary General Hospital : 

Admission, etc., 42 (a), A. B. 155. 
Admission of discharged soldiers and 

sailors, 42, 42(a), 44(e). 
Cadets, cliarge for subsistence, 44 (a), 

44(6). 
Civil employees, 43 (a). 
Control, 42. 

Enlisted men, admission, 48 (e). 

Enlisted men, allotment accommoda- 
tions, 48 (rf). 

Enlisted men, commutations, 44 (c). 

Enlisted men, discharge, 40. 

Enlisted men on furlough, subsistence, 
44(d). 

Enlisted men retired, subsistence, 
**(')■ 

Limits, admission or continuance, 48. 
Money accountability, 46. 
Monthly returns, subsistence, 47. 
Officers, admission, 48. 
Offlcers, limit continuance, 48 (t), 
48(c). 

Officers, suleistence charges, 44, 44(a), 

440"). 
Organization, 48. 
Retired officers, 48 (e). 
Selection of cases for admission, 60. 
Subsistence stores for messes, 46. 
Venereal cases not admitted, SI. 

Artieles : 
Issued by Ordnance Department, 264. 
Issued by Quartermaster's Department, 
jt68. 

Supply depots, expended and on hand, 
124. 

ArtiflelftI Limbs and Applikiiees: 

Application for, lOS. 

Glasses entitled, A. B. 1467. i 

Commutation, A. B. 1467. 



Artificial Limbs and Appliances— Con. 
Information slips, 126. 
Transportation of applicants, A. B. 
1468-1471. 

Aseptte Pocket Case : 
Contents, 829. 

Aspirating Case: 
Contents, 216. 

Assignment Cards : 

Of recruits for hospital corps, SO (A). 

Assignment, Medical Offleers: 
Allowance to a poet, 1 1. 
Attending' surgeons, 18. 
Field service, 18. 
Office houm, 14. 
Tour of duty, 12. 

Assistant Surgeons : 

Examination and appointment, A. B. 
1394. 

Travel allowance, A. B. 1395. 
See also under JHedtcal Offletn. 

Attendance, Hedleal : 

See MedUsal AUmdanee. 

Attending Surgeons: 
Assignment, etc., 18, 14. 

Bseteriologiesi Set: 
Issue and use, 108. 
Parts, 848. 

Barraelis and Quarters : 
Hodical officers, A. R. 985. 
Surgeons' visits, A. B. 201. 

Battlefields : 

Care of siclc and wounded, A. E. 1423. 

Bed Screens: 
Bequisitions, 101 (a). 

Bedding: 

Disinfection, 91 (o). 
Disposition, abandonment of post, 
104. 

For field hospitals, 877. 

Birtlis: 
Reported, 168. 



INDEX. 
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Blank Forms: 
In field deek, 259. 
Information slips, 126. 
LUtisntad, 199, A. B. 1552. 
Supplied by chiefH of bureaus, A. B. 
1552. 

Blankets: 
Care, 85. 

Board of Examination: 

Appointment of hospital stewards, etc., 

21, 22. 
Hospital corps, A. B. 1397. 
Promotion, medical officers, 16. 
Surgeons and assistant surgeons, A. B. 

1394. 

Board of Health : 

Notified of epidemics, 120. 

Bookcases, Portable : 
Bequlsition, 101. 

Books: 

In fl«lddeBk, 269. 

Books, Medical : 

Authority totalco from lioBi)ital, 84 (a). 
Disposition, abandonctl post, 1 04. 
Bequlsition for new, 108. 

Books, Record : 

See Beeord Boots. 

Bottles and .Tars : 
Dispimsing set, 211. 

Bougies : 
Preservation, 88. 

Brigade: 

Chief Surgeon of, 18. 

Cadets and Cadet Candidates: 
Physical examination for appointment, 
181, 182. 

Canras: 

Issue for litters, 89. 

Capital Operating Case: 
Contents, 216. 

Carbolic Acid: 
Issue and use as disinfectant, 91 (a). 



Cases: 

Amputating, 244. 
Aspirating, 215. 
Bacteriological set, 248. 
Capital operating, 210. 
Chemical set, 240. 
Compressed air apparatus, 212. 
Dental, 217. 
Dissecting, 233. 
Dmergency, 218. 
Bxsecting, 245. 
Eye and ear, 219. 
I'ield, 220. 
Field operating, 221. 
General operating, 240. 
Oenito-urethral, 224. 
Genito-urinary, 225. 
lI»mostatic forceps, 232, 288. 
Hypodermic syriiij^, 240. 
Inhaler and vai>orizor, 237. 
Microscopes, 288. 
Minor operating, 227. 
Obstetrical and gynucological, 22S. 
Poclcot, aseptic, 229. 
Pocliet, personal, 280. 
Pocket, post, 231. 
Post-mortem, 232. 
Restraint apparatus, 213. 
Spray -producing aj)paratii9, 214. 
Stomach pump, 234. 
Surgical pump, 239. 
Thermo-CHiitery, 241. 
Tooth-extracting, 235. 
Trial lenses, 238. 
Typewriter, 242. 
UrcSliral, 220. 
Yision-tost, 243. 

Casaaltles : 

List of wounded, A. It. 1466. 

Catheters : 

Preservation, 88. 

CertlflcatON : 

Hospital stewards' professional l>iK)kR, 

A. B. 1122. 
Medical, A. U. 60-02. 
Medical attendance, medicines, etc., 

A.B.1463-145S. 
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Certlfieat«« of DlMbiUtjr: 

AdmiwiontoSoIdleis' Home, A. B. 174. 
Blank forms and instnictious, A. B. 

m. 

Degree of disabiUty, A. B. 1S5, 157. 
Discharge of enlisted men, A. R. 140, 
141. 

Insane soldiers, A. B. 470. 
Permanent disability, A. R. 154. 
Becords and reports of disease, A. R. 
155. 

Recruits, A. R. 844, 847. 
Beport to medical officers of discliar.:' 

A.E. 156. 
See also Smrgeon'i Ceriyicatet. 

Change of Station : 
Medical officers, A. R.138. 

Chemical Set: 
Issue and use, 103. 
Farts, 249. 

Cbests : 
Ciommode, 258. 
Food, 267. 
Medical, iH. 
Mess, 26«. 
Surgical, 8fi6. 
Tool, 251. 

Chief Surgeons: 
Detail and dutit-a, 16, 17, 18, A. R. 

196, 1465. 
Field hoapitalB, 38. 
Hospitel corps, 16, A. R. 140«. 
Hospital fnnd, 56-58. 
Hospital property, 84 (o). 
Medical supplies, 65-70. 
liecord books, 17. 

Beporu and returns, A. B. 1464-UG6. 
Travels and mule Ittteis, A. B. 1418. 

Chlorid of liime: 
Disinfectant, 91 (a). 

Cholera: 
Beported, 119, ISO. 

Chronle ComplalBta: 

Treatment, A. B. 1466. 



Cireulan: 

Information slips, 1 2S. 

Cirilians: 

Admission to hospital, A. E. 1446, 1447. 
Medical attendance, 60. 
Medical and hospital supplies, A. B. 
1444. 

CItII Employees : 
.\dinis9iun to hospital, A. R. 1445-1447, 
Artificial limbs and appliances, A. R. 

1467-1471. 
Medical attendance and medicines, 

61, A. B. 145(1. 
Medical and hospital supplies, A. B. 
1444. 

ClTlllan PhyslclanR : 

Employment, payment, etc., A. B. 

1452, 14S3, 1456, 1458, 1459. 
Examination of recruits by, 172,173. 
Reports rendered by, 118. 

See also Contract Surgeons. 

Cleaning MixtureB: 

Hospitii! stores not issued fur pri-jwr- 
ing, 84 (<f). 

Clinical Thermometers : 
Information slips, 125. 
Issne, loss, etc., 98. 

Clothing: 

Disposition, abandonment of post, 
j 104. 

Field hospitals, 277. 
Infected, A. R. 708, 1441. 
Inspection by medical officer, A. B. 
1393. 

Clothing Book : 

Use and disposition, 122. 

CoIotr: 

Hospital and ambulance, A. B.2t4. 
See also Flags. 

Conmode Chest: 
{ Contents, 268, 286. 

I Company Beairen: 

i A. B. 1412, 1413. 
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Completed Cases; 

Report field register 147. 

Compressed-air Apparatni: 
Case, ai2. 

Contairloas Diseases : 
Infected clotbing. A. B. 708. 
Issue of clotbing, A, B, 1194, 1M2. 
Medical and hospital property, A. B. 
1441. 

Patients and hospital attendantii, A. B. 
1442. 

Reported, 119, 120. 

Contract Snrgeons: 
Baggage, A. B. 1119,1121. 

Fuel, A. K. 999. 
Quarters, A.B.994. 
Reports rendered by, 118. 
Eeturns, by chief surgeoii, A. 11. 1464. 
See also Oivilian Phffsicims. 

CookN, Hospital: 
Pay, 68. 

Corps: 
Chief sorgeon of, 18. 

Cosmetics: 
Hospital stores not to ho issued for 
preparing, 84 (d). 

Crutches; 

Transfer with patient, 63. 

Curtains, Window : ' 

See Window Gtirtaim. 
Deaths : 

Contract physicians, hospital stow- [ 

ards, etc., reported, 121. 
Entered on register, 146. 
Officers or men, information from 

records, A. B. 803. 
Officers, report of, 1 1 8, 121, A. B. 81. 

Deceased Officers: 
Accounts, medical attendance, etc., 

A, R. 1456. 

Deceased Soldiers : 

Accounts, medical attendance, A. B. 
145fi. 

Dying in hospitals, A. R. 1439. 
Beport death and burial, A. B. 162. 



Dental Case: 
Contents, 217. 

Deodorants : 

Use of, 91 (a), 91 (b). 

Desertions : 
Bepprtsof, 118. 

Descriptive and Deposit Boolt : 

Reports on, 122. 

Descriptive Cards: 
Recruits for hospital corps, 30 (/'). 

Deseriptlre Lists : 
Patients in hospital, A. It. 14%). 

Desk, Field : 

CoiitPtits, 259. 

Diagnosis : 
Ktilisted men on sick report, A. B. 1432. 

Disability of Enlisted Men: 

Permanent and temporary, A. B. 154, 
15B. 

Discharge: 

Vordisability entered on register, 145. 
Surgeons' certificate of disability, 142. 

Discharge, Enlisted Hen : 

Disability, A. B. 140, 141, 154-157. 
Hospital stewards, A. B. 931. 
Insane soldiers, A. B. 470. 
Patients in hospital, A. B. 14:iU. 
BecruitB, disability, A. R. 822. 

Discharged Soldiers: 

Hospital treatment. A. 11. HiO. 
Bvenlistmeiit of, 186. 

Discharged Soldiers and Sailors: 

Admission to AiTny and Navy General 
Hospital, 42, 42(a), 44(e). 

Diseases: 

Chronic, A. H, 145f.. 
(Contagious, A. R. 708, VlS-i, 1441, 1442. 
Nomunclature, sick rcportK, l.'iO, IfiO. 
llecord and rejwrt of treatment, etc., 
A. R. 165. 

Disinfectants: 
Ibbuo and use, 91 (a), 
j Boutlne ntiK prohibited, 91, A. R. 1462. 
I Bnpply table, 202. 
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OispeniiliiKSet: 
Bottles and jars, 311. 

Disgacting Case: 
GonteiQts, 233. 

Dlrision: 

Chief gargeon of, 18. 

Door Screens: 
KequisltioDS, 101. 

Drains : 

Disinfection, 91 (b). 

Dressings: 
DiEpogitioD, abandoned posts, 104. 

Dressings, Sterilized : 

See Sterilized Dressingt. 

Drill Regulatioiis: 
Hospital corps, 34. 

Dnties of Hedical Officers: 

In the field, 18. 

Duty, Ueturn to: 
Entered on regiBter, 146. 

Emergency Case: 

Contents, 218. 

Employees: 
Supply depot record, 124. 

Enlistment Papers : 
Hospital corjis recruits, 30 A. R. 
1398, 1400. 

EpideralcH : 
fHilk uf lime as disinfectant, 93. 
Reported, 11 U, 120. 
Tmnsfers of hospital corjn, A. B. 1406. 

Estimates : 

Hospitals, A. K. 1426, 1428. 

Kxamlnation : 

Hospital stewards and acting hospital 

stewards, 20, A. K. 1397. 
Becruits, see ander S'ecntils. 

Examination for Promotion : 

Boles, 16. 

Excreta : 
Disinfection of typhoid or cholera, 02. 



Exgecttng Case: 
Contents, 246. 

Eye and Ear Case : 
Contents, 219. 

Families: 
Officers and soldiers', mtdical attend- 
ance, etc., A. R. 1450, 14o6. 

Field Appliances : 
TTse and care, 95-97. 

Field Case: 
Contents, 820. 
Surgeons', 270. 

Field Desk : 
Contt^^nts, 250, 286. 

Field Equipment: 
Hospital corps, 81-33. 
New designs to be reported, 78. 

Field Furniture : 
Set of, 260, 287. 
Use at posts, 95. 

Field Hospitols: 

Duties of surgeon in charge, 18, 
In action, 87, 38. 
Supplies, 272. 

Field Operating Case: 
Contents, 2*21, 282. 

Field Register: 

Cases borne on, 147-154. 

Field Supply Tabic: 
Itemized list, 265-200. 

Figure Cards, Outline: 

See OuiUne-flgure Canh. 

Final Statements : 

Patients discharged from Iiospitul, A. 
E. 1439. 

First Aid : 
Instructions in, 34, 85. 

First-aid Pacl^ets : 
Allowance, 97. 
Expendable, 97. 

Firstsild Stations: 
Supervision of, 18. 
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Flrsfc-dressinir Stations: 
Wounded in action, S7, 3S. 

TlagH : 

Hospital and ambulance, A. R. 214. 

See also Colors. 

Foldlner Field FurDitnre: 
Set, 260, 387. 

Food Chest: 
Contents, 257, 284. 

Funds: 

Hospital, A. B. 300, 315, 144ti-1448. 
See also Hotpital Fund. 

Furniture: 
Operating room, 209. 
Bepaini, 78. , 

Fotnltare and Bedding: 
Supply table, S07, 877. 

Oencral Operating Case: 
Contents, 340. 

Geneva Convention: 
Articles, 200. 

Oentto-Urethral Case: 

Contents, 221. 

Clenito-llrlnary Case: 
Contents, 226. 

Oorerament Hospital tot the Insane : 

Admission and release of patients, A. 

B. 469-473. 
Transfer to, from luwiiitals, 131. 

Oratnltous Issue : 
Contajfious diseases, A. K. 1194, 1442. 

Onardiionses : 

Visits of surgeon, A. B. 201. 

Hnmostatic Forceps Case: 
Contents, 222, 228. 

Hernia: 
Surgical treatment, 161. 

Hospitals : 

Accounts, A. E. 1457. 
Alterations, A. K. 1426-1429. 
Attendants, A. R. 1442. 
Charges, A. B. 1447. 



I Hospitals— Continued. 

Civilian employees at post, A. B. 1444, 
1445. 

Civilians at post, A. E. 1446. 
Construction, etc., buildings, A. R. 

1424-1430. 
OivisioD, brigade or field, 37, 38. 
Flags, A. B. 214. 
Fuel and stoves, A. B. 1006. 
Uospitwl corps, A. B. 14:!5, 143G. 
Illuminating supplies, A. R, 1012-1019, 

1021, 1022. 
Inspections, A. B. 14%>. 
Kitchens, A. B. 1006. 
Horary, A. R. 144(t. 
Management, A. K, 143.5. 
Matrons, A. B. 1436, 1437. 
Mess rooms, A. B. 1006. 
Muster and pay rolls, A. B. 784, 78.'i. 
Projierty and stores, A. B. 973, 1441, 

1443, 1450, 14->0. 
Begister of patiouts, 127-131. 
Beport of estimates and reiHiirs, I ]H. 
Reportof sick and wounded, ISji-I AS. 
Sales of snbsistiMice su[ipIie«,A.ll.l28'J. 
Savings of rations, A. B, 1269. 
Servici! in garrison, A. R. I3iW. 
Sick in.A.K. 2(ifi, 3W), 78.''>, 12r)9, 14:!1, 

1432, 1438-1440,1442. 
SnpCTviHion and cmitrol, A. It. 143'i. 
Surgi^ons, post, andaS8istantB,A.U.20l , 

143:'), 1430. 
Surgeons visit, A. R. 201. 
Transports, boats, and railway tiairis, 

A. B. 1434. 

j ■' 

I Hospital Boddinisr: 

I llua\ithori2ed nso, S4 (('). 

; Hospital Building : 
\ (lare of floors, 39. 

lustrunients, etc., 41. 

Laboratory, 41. 

Oi>erating room, 41. 

Bcpair, 40, A. B. 1424-1430. 

Hospital CiothinK: 
Disinfection, S4. 
Transfer, 68. 
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Hospital Corps: 
Acting stewards, A. R. 1397, 1409, 1411, 
1421. 

Alliances for transporting Bick and 
wounded, A. R. 1414-1419, 1422. 

Arms in Indian wars, 38. 

Assignment to doty, A. B. 1409-1411, 
1436. 

Ceremonies, A. B. 1405. 

Details and assignments of, 80 (f), 

80(«r),8»(»). 
Drill regulations, 34. 
Enlistment, reenlistment, etc., A. B. 

1.398-1400, 1404. 
Bxtra^duty details, enlisted men, A. B. 

16T. 

Field eqaipments, 81. 
Field service, A. B. 1420-1423. 
Fund of a detachment, A. B. 300. 
Hospital and ambulance flags, A. B. 
214. 

In action, 37, 38. 
Information slips, 126. 
Inspections, 18, A. K. 1405, 1435. 
Instruction of privates, A. R. 1399. 
Means of transportation, A. E. 1408. 
Military duties, A. R. 1405. 
Monthly reports of, 30 (</). 
Muster and pay rolls, A. B. 784. 
Musters, A. R. 1405. 

I'ay and clothing accounts, A. B. 1407. 
Poiicli, 252, 267. 
Precedence of, ceremonies, A. R. 0. 
Privates, A. R. 1397, 1410, 1411, 141.1, 
1421. 

Quota of, for an army corps, 30 («). 
Hations, A. R. 1259. 
Eeturns, montlily, 118, A. K. 1408. 
Saving of rations, A. E. 1209. 
Service, A. E. 139G. I 
Stewards, A. K. 1397, 1409, 1411, 1421. j 
Transfer of members, A. B. 140G. j 
Transfer to, of enlisted men, A. R. 1403. 
Transfer to, from volunteers, 30. 
Use of hospital bedding, 84 (b). 

Hospital Fund : 

Cooks, pay of, 68. 

Information slips, expenditures, 126. 



Hospital Fund— Continued. 
Iiom of, 57. 
Purchases from, 56. 
Reports and returns, 66, 118. 
See also A. E. 300, 315, 1446-1448. 

Hospital liibraries : 
Publications for, A. B. 1449. 

Hospital Matrons: 

Information slips, 126. 
Laundry work, 86. 
Not entitled to hospital stores, 84 (e). 
See also A. E. 784, 1006, 1259, 1269, 
1436, 1437, 14S0. 

Hospital Pouch : 

Contents, 252, 267. 
Hospital Property: 

Use, anthorized, 84-89. 
Use, unauthorized, 84 (a). 
SeealsoA.B.973, 1441, 1443, 1450, 1450. 

Hospital Serrice: 
Clothing, care, 68. 
Crutches, etc., on transfer, 63. 
Disinfection of clothing, 64. 
Transfer of patient, 62. 
See also A. E. 1.396. 

Hospital Stewards : 

Allotment to posts, 28. 

Application for position, 19. 

Appointments in time of war, 80. 

Authority for reenlistment, 24. 

liaggage, A.B. 1119. 

Deaths reported, 181. 

Discharge and reenlistment, 24, A. B. 

931. 
Duties, 23. 

Examination and appointment, 19, 

20, A. R. 1.397. 
Field Bcrvieo, A. R. 1421. 
Graduates iu pharmacy, 26. 
Information slips, 27. 
Instruction hy medical officers, 29. 
Personal reports, A. E. 1401. 
Physical defects, 26. 
Professional books, etc., A. R.1122. 
Qnalilications, A. R. 1.397. 
Quarters, fuel, etc., 118^ 185, A. R. 

1006,1010,1427,1^8. 
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Hospital SteTrards — Continued. 
Quota for posts, etc., A. R. 1409, 1411. 
Rank and precedence, A. B. a. 
Reduction, A. B. 1402. 
Reduction to the ranks, A. E. Ml. 
Beenlistment, A. B. 1398. 
Reexamination for reenlistniunt, 24. 
Sleeping cars, A. B. 1109. 
Trial by courts-martial, A. K. 9al. 
Volunteer rogiments, 30 {/). 

Hospital Stores: 
Supply table, 308, 374. 
Soo also A. E. 97.^, 1441, 1443, 1456, 14Sfi. 

Hypodermic Syringe : 
Parts, 240. 

lee: 

Gratuitons Issue prohibited, 118. 
Sale, etc., 113. 

lee Fund: 
AutliorizocI purchases from, 111. 
Transfer, 114. 

lee Hacliliie: 

Gratuities to employees, 111. 
Issue and accountability, 100-114. 
Management, etc., 110. 
Not for convenience of garrison, 100. 
Use of fund for maintenance, 111. 

Indian Scouts : 
Examination for enlistment, 178. 

Indian Wars : 
Arms for hospital corps, 38. 

Indorsement Book : 

Use and disposition, 1S3. 

Information Slips : 
Kind and use, 126. 

Inhaler and Taporizer Case: 
Contents, 287. 

Insane: 

Patients In hospital, 181. 

See also under Government HoKltUal for 

the Insane, 

Inspections : 

Hospital corps and hosiiitals, A. B. 

1405, 1427, 1435. 
Medical, A. B. 1393, 1465. 



Instmetion in First Aid : 
Hospital corps, 84, 85, A. R. 1399. 

Instraments : 
Abandoned posts, 104. 
Authority for taking away, 84 (a). 
Condition to be reported, 78. 
Examined monthly, 77. 
Receipts for, 78. 
Repair, 76. 

Respcmsibility for, 74 (n). 

Instruments, Meteorological : 

See Meteorologieal InUrtmieuts. 

InTOices: 

Packages, supplies turned over to 
Qnartemiastcr'K Department, 124. 

IssueH : 
Hospital stores, A. R. 1450. 
Supply deiKit, 124. 

Journals, Medical: 

j Abandoned pmt, 108. 

j Belong to hospital or station, lOS. 

Killed, Wounded, or Hissing: 
Field register, ISO. 

Kitchen : 

Hospital, A. It. lOOC. 

IjalMratory : 

Post Hospituls, 41. 

Lanterns, Hed : 
Dressing stations, 88. 

liaundry Appliances: 

Not Bupiilii'd to post bospitnlg, 80. 

liaundry yfork : 
Payment, 36. 

Iieares of Absence ; 

Sick, A. B. 00-m, 997, 998, 1315, l.TiT. 

Letter-press Booli : 
Use and disposition, 122. 

Ijetters-recelTcd Book : 

Use and disposition, 122, 124. 

Library: 

Books in 'Wood's etandanl, USO. 

Hospital, A. R. 1449. 

Surgeon General's office, use, 107. 
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Uneof Dvty: 
Entry on register, 148, 144. 

Uttera: 

Issne of canvas for, 89. 

Litter Bearers : 
Instruction in first aid, 84. 

Lye: 

Not issued fur laundry purposes, 84 (c). 

Mailinjir Tubes: 
Issued, 199. 

Marches : 

Cure of sick and wounded, A. B. U23. 

Marrlagres : 
Keports, 168. 

Matrons : 

See lioapital Malrom. 

Mattlufi;: 
For use in hospitals, 87. 

Medical Attendance : 

Accounts, A. B. 1452-1459. 
Citizens residing near posts, 60. 
Civilian physicians, A. B. 1462, 1453, 

use, 1458, 1450. 
Civilian employees, post exchange, 61. 
Indians, A. B. 480. 
Medical officers, A. R. 1450,1451. 
Officers' families and servants, 59. 

Medical Books: 

See Boohi, Medical. 

Medical Certlflcates : 

Sick leave, officers', A. K. 6(Mi2. 
See also Certificates vf IHsdbilily and 
Surgeons' Certificates. 

Medical Chest: 

Contents, 254, 266, 2M, 
Inspection, 98. 

Contents not to be tiscd at posts, 96. 

Medical History of Post: 
Beports, births and marriages, 158. 
Use and disposition, 122. 



Medical Inspections and Examina- 
tions: 

Accounts, A. R. 1458. 
Hospital corps recruits, A. E. 1399. 
Posts and reservations, A. R. 1465. 
Becruits, A. B. 842-848, 14'58. 

McdIealJonrnals : 

See Jtmnialt, MedHoal. 

Medical IHnsenm : 
Transportation of donations, A. R. 
1130. ' 

Medical Officers : 

Actirig hoRpital stewards, A. B. 1402. 
Ambulance company, duties, 18. 
Ambulances, 87, A. K. lilTO, 1415. 
Army medical school, 6-10, A. E.4G8. 
Arrests, etc., A. K. 900. 
Assignment of, in field service, 18. 
Assistant surgeons, A. K. 1394. 
Barracks and quarters, A. It. 985, 
Casualty returns, A. E. 1466. 
Changes of station, A. K. 738. 
Clothing accounts, hospital corps, A. 
K. 1407. 

Contractsurgoons, A. R. 904, 999, 1119, 

1121, 1464. 
De()artment staff, A. B. 196. 
Deserters, 118, A. R. 121, 123. 
Detail duties, etc., A. R. 201, 20.3, 1393, 

1435, 1436, 
Diagnosis furnished, A. B. 1432. 
Eligibility to command, A. B. 18. 
Enlistments.hospital corps, A. B. 1399. 
Hxamination boards for promotion, 

15. A. B. 25. 
Field service, 87, 88, A. B. 1420, 1421. 
Firgt-aid treatment, 84, 85, A. B. 1413. 
Fuel and stoves for office, A. B. 1006. 
General hospitals, A. B. 143.3. 
General prisoners, A. B. 914. 
Hospital buildings, 87, 88, 39-41, 

118, A. B. 1424, 1426-1428. 
Hospital corps, privates, Sl*38, 118, 

125, A. R. 1416. 
Hospital fund, 66-58, 118, 126, A. 
B. 1448. 

Hospital transports, A. B. 1434. 
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Hedtckl Offleero— Continued. 
Innwe soldiers, 181, A. B. 470. 
Invalid soldien, A. R. 1109. 
Litter bearer, 84, A. B. 1413. 
Medical and hospital supplies, A. R. 
1444. 

Medical attendance, 60, 61, A. K. 
1450, 1461. 

Medical chests, 06, 254, A. B. 1122. 

Muster and pay rolls, A. B. 784. 

Patients in hospital, A. B. 1432, 1439. 

Pay, etc., hospital corps, A. B. 1407. 

Post, A. E. 201, 203, 470, 985,1006, 1013, 
1393, 1402, 1403, 1407, 1408, 1412, 
1413, 1415, 1420, 1424, 1426-1428, 
1431, 1432, U35, 1436, 1439, 1448. 

Post, uoncommiesioQed staff, A. B. 95. 

Quarters for hospital stewards, A. B. 
1426-1428. 

Becord and reports of treatment, A. B. 
165. 

Becmits, 172, 178, A. B. 842-845, 847, 
848. 

Beports to, discharges for disability, 

A. K 166. 
Beturns of, by chief surgeons, A. B. 

1464. 

Sick call, A. K. 1431. 

Sick leaves, officers, A. B. 60-62. 

Surgeons, A. B. 22, 196, 1394, 1395, 

1408, 1418, 14(>4-1466. 
Transfers tobospital corps, A. B. 1403. 

Medical Property : 
Abandoned imsts, 104, 105. 
Snpply de])ots, returns, 128. 
Use of, 84-80. 
Yearly report, 118. 
See also Xedkal Si^pUti, 

Medical School : 

See Army Medical School. 

Kedical Supplies : 
Accountability, 74*77. 
Annual returns, 70. 
Books and publications, A. B. 1449, 
1463. 

Broken packages, invoice, 70 (e). 
Camps and snbposts, 67 (c). 
ChetitR, A. B. 1122. 



Medieal SvppUeB— CuutinucU. 
Condition of articles, 74 («). 
Damaged or unserviceable, A. B. 1463. 
Defective articles, 78. 
Disinfectants, A. B. 1462. 
Emergency requisitions, JO. 
Enumerated in supply table, 64. 
Epidemics, 70 (a). 
Funds, requests, 63. 
Hospital, A. B. 1422, 1441, 1443, 1444, 
1446. 

Inspection of requisitions, 67 (a). 
Instruments and appliances, 76, 77. 
Invoice viniclier of transfei-, 71. 
Interlineations and erasures, returns, 
70 (h). 

Medicines, A. 11. 480, 14«l-1456. 
Metric system, A. E. 1461. 
Oral agreement purchases, A. K. 666. 
Packer's list, 71. 

Posts, small, sub and temjiorary, 

67 (i>)-67 (d). 
Purchases, 62-80, A. E. HW, 569, 

1460. 

Beceipts for instruments, 7S. 

Bemoval of articles from posts, 80. 

Kepair of instruments, 76. 

EopHirof furniture, 78. 

Bequisitionn, 63-70. 

Beturns, 79 (l»). 

Siiecial requisitions, 118. 

Supervision, 65-70. 

Transportation by quartemiaator's 

dei^artment, A. B. 973. 
Unexpendable articles, 7S. 
Unserviceable articles, 72, A. B. 1463. 

Medicines : 

Abitnilunment of post, 104. 

Accounts, A. E. 14,54, 1455. 

Civilians, issue, 118. 

Exckauge of, with druggists, forbid- 
den, 84 (.'), 

Families and servants, A. B. 14.56. 

Indians, A. B. 480. 

Officers and men not oli doty, A. B. 
1456. 

Purchased from drngKisfai, A . B. 1462, 
1466. 
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Medicines— Continued. 
Kegimental supplies of, 18. 
Betired officers and enlisted men, A. B. 

1451. 
Supply table, 201. 

Kereurie Chlorld : 

Disinfectant, 91 (a), 

Hess Chest: 
Contents, 35«, 288. 

Hess Rooms : 
Hospital, A. B. 1006. 

Messing and Cooking: 

Use of hospitals for, A. K. 1430. 

Meteorological Instruments : 

Issue, use, loss, etc., 99. 
Observations with, 100. 

Meteorological Report : 
Monthly, 118. 

Metric System ; 
Medical suppHes, A. B. 1461. 

Microscopes: 

Accessories, supply table, S04. 
Parts, 288. 

MUkofUme: ~ 

' Disinfectant, 92, 08. 

Minor Operating Case: 
Contents, 227. 

Miscellaneous Articles : 

Supply table, 208. 

Moneys Receired and Dlsbnrsed: 
Record book, 184. 

HoTements of Troops : 

Sick and wounded, A. B. lOSl. 

Mnsenin, Medical : 

See Meittcal Mmeum. 

Musters : 
Hospital corps, A. R. 1405. 

Muster and Pay Bolls: 

Abandoned post, 105. 
Hospital corps, A. B. 1436. 
Sick in hospital, A. R. 785. 



Nomenclature of Diseases: 
Sick report, 169, 160. 

Obstetrical and Gynecological Case: 
Contents, 228. 

Officers : 
Death, report of, 118. 
Families and servants, medical attend- 
ance, 69. 
Hospital charges, A. B. 1447. 
Hospital stores, A. B. 1450. 
Insane, A. B. 469, 470. 

Official Reports and Papers: 
Transmission of, 18. 

Operating Boom : 

Famituni and appliances, 209. 
Post hospitals, 41. 

Order and Letter Book : 
Use and disposition, 122, 124. 

Orderly Povch : 

Contents, 2S8, 368. 

Orders : 

Sick leaves of absence, A. R. 1316. 

Ordnance Department: 

Articles issued to Medical Depart- 
ment, 264, 290. 

Outline-flgnre Cards : 
Authorized abbreviations, 192. 
Absence of marks, 189. 
Color of hair and eyes, 193. 
Date and station of preparation, 195, 
Detailed description, 191. 
Discharged soldiers, 197. 
Durable ink, 196. 
Form and direction, 190. 
Hospital corps members, 80 (li). 
Height as basis of comparison, 194. 
Marks, number necessary for identifi- 
cation, 188. 
Marks, record of, 188, 186. 
Search of body, 187. 
Scars, moles, birthmarks, etc., 191. 
When to be forwarded, 184, 186. 

Pack Saddle : 
Parts, 2«^. 
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Patients In Hospital : 

Admission, A. R. 1431. 

Armi and accouterments, A, E. WSS. 

Contagious diseases, A. II. 1442. 

Descriptive lists, A'. K. 14:50. 

Died, A. R. 1439. 

Discharged soldiers, A. R. 1140. 

Discharged for disability, A. R. 1430. 

Excused fi'om Saturday inspection, 

A. E. 266. 
Information to company commanders, 

A. R. 1432. 
Muster and pay rolls, A. R. 7H5. 
Register, 12;-131. 
Returned to duty, A. B. 1439. 
Savings of rations, A. B. 300, 1269. 

Pensions : 

Degree of disability, A. K. lf>7. 
Evidence from recunls, A. B. 803. 

Personal Pocket Case: 
Contents, 880. 

Personal Reports : 
Hospital stewards, A. B. 1401. 
Information sliin, 186. 

Pliyglcal Digqaaltflcatlon ; 

Medical officer for promotion, 15. 

Physical ExamlnatlonN: 
Hos])ital corj)8 and recruits, A. B. 841, 
842, 847, 1399. 

Physicians, Contract: 

Beports rendered hy, 118. 
See also CivUim Fligtieiaiu and Coutract 
Siirgeom, 

Pills: 

See Tablelt. 

Plans and Speeifleations: 

Hospitals, A. B. 1424-1420, 1428. 

Pocket Case : 
Field, 269. 
Post, 231. 

Post Exchange: 
Medical attendance, employees, 61. 

Post-mortem Case : 
Contents, 238. 



Prescriptions : 
Civilians, A. E. 1444. 
Filed in hospital, 102, A. R. 1401, 
Liquors, lOS. 

Promotion, Kxamlnatloa : 

See Hxwmination for- Promotion. 

Property, Medical ; 

See Medical Properli/ mtd Meilicul iSn;;- 
i)/i<'». 

Publications, Medical : 
A. R. 1449. 

Purchases : 

Supplies and services, medical, A. B. 
660, S69, 1460. 

({nallflcations : 

Hospital corps, privates, A. B. I:i99. 
Hospital stewards, A. B. 1397. 
Surgeons, A. B. 1394. 
Transfer to hospital corps, A. !l. 1403. 

Quartermaster's Department : 

Articles issued to medical deiwrtmont, 
2«3, 289. 

(Quarters ; 

Alteratious, A. B. 1427, 1428. 
Hospital stewards, 118, A. B. 1427, 
1428. 

V»K of hospital as, A. B. 14.30. 
See also Borrncto and Qiiarierf. 

Quicklime; 
DisinfectBiits, 9S. 

Reeelpt»and Issues: 

Supply depots, 188. 

Kccommendatlons of Metlical Oflieere ; 

Moth(Kl of making;, 117 ('>). 

Becords: 
MiMlical examination of recruits, .V. R. 
848. 

Becord Bk>oks : 

Abandoned imats, 105, 

Clothing, 122. 

Descriptive and deposit, VH. 

Indorsement, 122. 

Kept by chief surgeons, 17. 

Letter pre^ 122. 
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Beeord Books — Contiuved. 
Letters received, 122. 
List issued, 199. 
Medical history of post, 122. 
Order and letter, 122. 
Bcport of, 1 1 S. 
Supply depots, 134. 
Use and disposition, 122. 

Beernlting SerTlce : 

Hospital corps, A. R. 1398-1400. 
Medical attendance, A. R. 1468. 

Becrnits: 

Vaccination, A. R. 843, 846. 

Recruits, Medical Kxaminatioii: 
Cadets and cadet candidates, 181, 182. 
Chest mobility, 165. 
Civilian pUysician, 172, 173. 
Concealed defects, 170. 
Contriu t physician, 1 78. 
Height, 168. 
Indian scouts, 178. 
Inspection to be thorough, 168. 
Mode, 167. 
Monthly reports, 118. 
Normal standard, 174, 180. 
Notation of defects, 175. 
01^ ectionable persons, 169. 
Physical proportion, 179. 
Questions and answers, 171. 
Record, 172. 
Reenllstnients, 166. 
Beexaminations, 176. 
Reports, filed in Surgeon General b j 

oiBce, 177. 
Weight, 164. 
See also A. R. 841-848. 

Bed-eroM Flags ; 

Dressing stations, 88. 

Beenligtment: 

Discharged soldiers, 166. 
Hospital corps, 12S, A. R. 1308, UOn, 
1404. 

1 

I 

Regimental Snrgeou: | 
Duties uf, 18. { 



Begistcr cf Patients: 

Book of transfer slips, 131. 
Civilians and general prisoners, 129. 
Corrections made on, 146. 
Daily entries, 127. 
Definition, "sick and wounded," 126. 
Directions for keeping, 132-146. 
Excused ft'ora duty, 128. 
Itetircd officers and men, 1 39, 
Transfer of patients, 130, 131, 147. 

Begnlatfons for Hospital Corps: 
Altered in time uf war, 30. 

Release : 

Insane soldiers from hospital, A. R. 
473. 

Repairs : 

Hospitals, report of, 118, A. li. 1420- 
1429. 

Quarters for hospital stewaniii, A. R. 
1427, 1428. 

Reports : 

Death of officers, A. B. 81. 
Siek and wounded in liosjiital, 151- 
158, 

See also A. H. 1464-14U(;. 
Reports, Dally: 

Hospital corps, 118. 

Sick and vrounded, 118. 
Beports, Honthly: 

Examination of recruits, 118, 155- 
1«0. 

Hospital corps, IIS. 
Hospital fund, U.S. 
letiues and sales of nieiiicinea to oivil- 

iaiisf, 118. 
Meteorological, 118. 
Repairs to quarters, 118. 
Sanitary, 118. 
Siek and wounded, 1 1 S. 
Status and duties, U8. 

Reports, Occasional : 
Deaths of officers, 118, 121. 
Desertions, 118. 
Kpidcmic diseases, 118. 
List of wounded, 118. 
Physicians, 118. 
Record books, 118. 
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Beports, Tearl]': 

Estimates, quarters, 118. 
Medical property, 118. 

Beqnlsitlons, Supply Depots: 
Kooord, 124. 
See aleo Sledicat Bvpplie*. 

KcRtraf nt Apparatas : 

Case, 218. 

Retired Knllsted nen : 

Hospital chfirges, A. K. 1447. 
Uedical attendance and medicines, 
B.1451. 

Betired Officers : 

Medical attendance and medicines, 
B. 1451. 

Betlrements: 

Entered on register, 145. 

Beturn to Dotr : 
Patients in hospital, A. B. 1439. 

Beturns: 

HoHpitBl corps, A. It. 1408. 
Hospital fund, 55. 
Medical property, 1 23. 
Wounded in action, A. B. UC6. 

Sklen of Fobllc Property i 

Hospital, A. B. 1282. 
MiKlical and hospital sapplies, A. 
1444. 

Sanitary Beports : 
Monthly, 117, 118. 

SaTlniis of Batlons: 

Sick iu hospital, A. B. 300. 

Screens, Bed ; 

See Bed Hcretta. 

Screens, Door: 

See h»or 8creem. 

Screens, Window : 
See Window Srreem. 

Seamen ; 

Admission to hospital and charges, i 
B. 1447. 



] SerTanta: 

! Hedical attendance and medicines, A. 
B. 1456. 

I Sick and Tf onaded : 

, Care on march or battlefield, A. B. 
\ 1423. 

Deflnition of term, 128. 
i Information slips, 126. 
I Monthly reports, 1 18. 

Kegister in hospital, 127-1 81. 

Reports of, 155-l<iO. 
I Slipping cars, A. K. 1109. 

Transportation, 1 62, 168, A. B. 1076. 

I Sick Call: 

Surgeon's, A. B. 1431. 

i 

i Sick in Hospita;: 

j See Patients »» Hotpital. 

Sick, Oflleets and Hen : 

Information from records, A. B. 803. 

Sick-report Book : 

Company, A. B. 264. 

Sick BeportM: 

Classification of causes, 1 60, 160. 
Begistvr of i>atient8, 126. 

Smallpox : 

Beport of cases, 167. 

Soap: 

Not issued to matrons for laundry, 

8* (<■). 

Special BegnlatiOBK: 

Army medical school, \. K. 468. 

SpeciflcatloBS : 

Hospital buildings, A. li. 1425, Wit), 
I 1428. 

Spirit liBinps : 
Hospital stores nut used for, 84 (U). 

Spray-prodncing Apparatas: 
Case, 214. 

Stationery: 

For field hospital, 276. 
In field desk, 269. 
i Supply table, 205. 
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Stations and Datles: 
Monthly report, 118. 

Sterilized DresHing: 

To be prepared, not teued, 94. 

Sterilizer: 
For field service, 281. 

Stomach-pninp Case : 

Contents, 284. 

Sulphate of Iron : 
Disinfectant, 91 (b). 

Sapplleg, Medical : 

See Medical Supplies. 

Supply Depots : 

Becord books, 124. 
. Becordu and reports, 123. 

Supply Table: 

Antiseptics and disinfectants, 202, 
•iTa. 

Furniture and liedding, 207, 277. 
Husjiital stiires, 203, 274. 
Mediciufs, 201, 272. 
Microscopicul accessories, 204. 
Miscellaneous, 208, 278. 
Nomouclaturo for requisitions, 64. 
Stationery, 205, 275. 
Surgical iuetrunn^nts, ai'iiliances, 
dressings, etc., 20A, 276. 

Snrgeons; 

Appointment, qualifications, etc., A. 
B. 1394. 

Chief of departments, A. B. 196, 1408, 

1418, 1464-1466. 
In charge of field hospitals, 18. 
Promotion, A. K. 22, 1394. 
Travel allowances, A. K. 1395. 
See also Chief Surgeonn and Medical 

Queers. 

Surgeon's Certifleate of Disability : 

To be in surgeon's handwriting, 162. 
See also Ckrtificate of DiliabUily. 

Snrirleal Appliances: 

Damaged or unserviceaide, A. K. 1463. 
Payment for, supplied to soldiers, A. 
B. 1456. I 



Snrgical Chest : 
Contents, 255. 

Contents not to be used at posts, 96. 
For field service, 279, 280. 
Inspection, 96. 

: Sorgleal Instrnments, etc. : 

Supply table, 206, 276. 

Snrgiesl Pump: 
Parts, 289. 

Tablets: 

Composition, 210. 

Tfaermo-cautery: 
Parts, 241. 

Thermometers, GllnlesI : 
See GHnical Thermometers. 

Tool Chests: 
; Contents, 281. 

Tooth-extracting Case: 
Contents, 235. 

Transfers: 

Field register, 152, 168. 
Hospital coriis, A. B. 1403, 1406. 
Begister of patients, 140. 
Transportstion : 

Hospital privates, A. B. 1399. 
Wounded in ambulances, 87, 88. 
Travel AUonanee: 

Medical officers, A. B. 1385. 

Trephining Case : 
Contents, 247. 

Trial lenses Case : 
Cuntenta, 286. 

Troehlscl: 

See TabMn. 

Typewriter Machine: 
Parts, 242. 
Bibbon, 126. 

Urethral Case: 
Contents, 226. 

Taeeination : 

Notation on descriptive l»ook, A. K. 

105, 264. 
Becruits, A. B. 843, 846. 
Besults, report sick and wounded, 157. 



INDEX. 



143 



TMelne Tiros: 

Information slipM, 126. 
BeqQisition for and care of, 90« 

Tlsion Test : 
Set, 248. 

Tolnnteerti: 

Transfers from to hospital corps, 80. 

Washtabs : 
For disinfection of clotliiiig, 86. 

Window CurtalnR and Fixtures: 
BeqniBitions, 101. 

Window Sereenii: 
KequisitlonB, 101. 



Wire Netting: 
BequiaitioDB, 101. 

Wonnded : 

Ambulance service, 87, 88. 
List of, 118. 

Returns of, by surgeons, A. B. 1466. 
See also Sici and fVoutxM. 

Wood's Iilbrarjr : 

List of standard niedicul authors in, 
860. 

Yellow Ferer: 
Beported, 119, 120. 
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